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PREFACE. 



This volume is an elementary text-book on Sound, Light, and 
Heat treated experimentally. It is essential that the experi- 
ments should be performed. The numerical results which 
illustrate the text, should not take the place of measurements, 
made by the student. 

The experiments demand no expehsive apparatus ; the aim 
has been to avoid elaborate instruments ; descriptions of the 
apparatus used, appear in the book or in the Appendix, Many 
of the engravings are copied from pieces of apparatus in use. 
The experiment on p. 3 was introduced to English readers 
by Mr. H. G. Madan. 
£^ The results obtained from the experiments make no claim 

to great accuracy. The student should avoid attaching to his 
calculations greater value than they deserve ; he should consider 
^ the apparatus with which he works ; it is a strong temptation 
'i^ to calculate to five or six places of decimals when probably not 
more than the first place can be relied upon. The portions 
of the text, between thick brackets, may be omitted on the 
first reading. 

While attempts have been made to prevent the student 
forming notions at variance with modern theories, little space 
has been given to such theories. A beginner's time is best 
spent in examining the facts of science. 

The volume embraces the work usually taken in elementary 
examinations, such as the elementary stage of the Science and 
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Art Department, the papers on Light and Heat of the London 
University Matriculation Examination, and the papers on 
Heat of the Oxford and Cambridge local examinations. 

Numerous examples are given frequently throughout the 
work ; Science has been slow in copying from Arithmetic in 
this matter. A large number of the examples are selected 
from Examination papers ; they include the whole of the ques- 
tions in the elementary papers of the Science and Art Depart- 
ment, during the last nine years, and the greater proportion of 
those in the advanced papers. 

The usual title, * Sound, Light, and Heat,' is retained, but 
' Heat ' being considered the most suitable as an introductory 
subject, is placed first in the volume. 

M. R. W. 

Gateshead : October 1S87. 
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CHAPTER I. 
HEAT AND TEMPERATUR'E— THERMOMETERS, 



I. Heat and Temperaturk 

Touch the part of the fender in front of the fire. It feels warm. 
The fire-bars feel hot. A piece of iron on the table feels cold. 
The agent which produces the sensations ofhotness^ warmth^ cold- 
ness, and similes sensations is called Heat. 

Plunge the hand into vessels containing water. The terms hot, 
very hot, warm, lukewarm, cold, are used to express the state or 
condition the water is in with respect to the heat that affects the 
hand. 

The names used are names of temperatures. 

The Temperature of a body is its condition with respect to its 
heat that affects the senses. 

The hand in the last experiment was used to measure 
roughly the temperature. 

A body that measures temperature is called a Thermometer. 

By using the hand, a table like the following could be 
constructed : — 

Temperatures, 





Very hot 


Hot 


Warm 


Cold 


. Very cold 


Iron 
Water 


in the fire 


near the 
fire 

boiling 


at the end 
of the 
fender 


on the 
table 

spring 


in winter 
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2 Heat 

It is not asserted that * hot temperature ' means the same 
in the case of the iron and the water ; compare the expressions 
a high house, a high mountain. 

Place a piece of hot iron upon a piece of cold iron. After 
a while the hot iron loses heat and its condition with respect 
to its sensible heat (its temperature) falls. The cold piece 
gains heat and its temperature rises. 

Temperature is a state or condition ; it is no more heat than 
the level of the water in a pond is the water itself. Heat and 
temperature are analogous to water and leveL Water flows 
from a high level to a lower levels just as heat flows from bodies 
at a given temperature to bodies at a lower temperature. 

The level of water is generally measured from the bottom 
of the containing vessel ; in a dock the positions of the level at 
the highest and the lowest tides might be the most important 
positions, and there would be no difficulty in dividing the distance 
between these levels. The level at any number on such a scale 
would give much useful information. We shall see how sinailar 
* fixed points ' may be used in scales of temperature. 



The hand was used as a thermometer and temperatures 
were compared when its use was restricted to bodies composed 
of the same kind of matter. 

Touch pieces of wood, iron, and flannel that have been some 
time in the room, with the hand. The flannel is warm, wood is. 
fairly warm, iron is cold. 

Place the three substances in a warm oven, or place them in 
an empty beaker floating in a larger beaker of boiling water. In 
five minutes test their temperature again with the hand. 

The iron is hot, the wood is very warm, the flannel is warm. 

In each case, as will be shown later, the bodies are at the 
same temperature. If in either case any two were placed in 
contact there would be no flow of heat. 

While the hand may still be used to compare the tempera- 
tures of bodies composed of the same substance, its use as a 
general thermometer must be rejected. 
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Take three vessels ; into the first pour water as hot as the hand 
can bear, into the second lukewarm water, and into the third cold 
spring water. Plunge the right hand into No. i, the lelt hand into 
No. 3 ; after a few minutes place both hands into No. 2. No. 2 
feels cold to the right hand and warm to the left hand. 

Both hands cannot be depended upon to indicate the same 
temperature. 

The hand may be a good thermometer as long as its use is 
confined to water. Bath attendants are very expert in deter- 
mining within a few degrees the temperature of the bath. 



3. The General Effect of Heat on Solids. 

General Experience, — Iron bridges are never fixed at both 
ends; one end at least rests upon rollers to allow for the 
lengthening of the bridge on hot days. For the same reason 
a space is left between the ends of the rails on a railway. 

• 

Take a rod of iron 18" long. Place it as in the sketch (fig. i), 
resting upon two hard wood blocks. Make one end firm by 
placing a heavy weight upon it. Rest the other end upon a 
fine sewing needle. (The needle should, if possible, rest upon a 
smooth piece of metal placed upon the block.) Fasten a straw 6" 
long to the eye of the needle with sealing-wax. Fix a divided 
semicircle of cardboard behind the block. Place the needle so 
that the straw is vertical. With a spirit lamp heat the bar, moving 




Fig. I. 

the lamp from end to end. The index moves to the right. This is 
due to the expansion of the bar and the consequent rolling of the 
needle. As the metal cools, the index moves to the left. Repeat 
the experiment, using a brass rod, a glass rod, etc. 

B 2 



4 Heat 

Solids, as a rule, expand on the application of heat. The 
expansion in length is called the linear expansion of solids. 

As a solid can expand in three di- 
rections, its volume will increase 
on heating. Fig. 2 illustrates 
the cubical expansion of solids. 
A brass or copper ball when cold 
is just able, in any position, to 
pass through the ring m ; after 
being heated it is unable, in any 
position, to pass through, on ac- 
count of the expansion of the 
ball. This apparatus is called 
Gravesandis ring. 

Use the copper ball. Cut a 
^^°' '• hole in thin sheet iron that just 

allows the ball to pass when cold. Place the plate on the tripod 
stand, and perform the experiment. 




4. The General Effect of Heat on Liquids. 

Take a 2-oz. flask, fill it with clean water that has been boiled 
and allowed to cool. Colour the water with red ink. Fit the flask 
with a cork, and pass a tube 12" long through the cork. 
Insert the tube and cork in the flask (fig. 3). The water 
rises in the tube. See that there is no air beneath the cork. 
Rule lines on a strip of drawing paper at equal distances 
apart ; fasten this scale behind the tube. 

Place the flask in a beaker of warm water, and notice 
(a) a slight descent of the liquid, followed by {b) a gradual 
ascent. 

Remember that solids expand on being heated. 
The heat affects the glass first ; it expands, its volume is 
increased ; therefore a slight descent of the liquid takes 
place. As soon as the heat reaches the water in the 
flask it expands more than the glass has expanded, and 
therefore the liquid is forced up the tube. 

Fig. 3. 

Fit up two similar pieces of apparatus, using methy- 
lated spirits (impure alcohol) and mercury instead of water. Do 
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not colour the spirit, and remove all flames. By a few trials, it 
can be arranged so that the water, the spirit, and the mercury 
stand at the same height in the tubes when all are at the tem- 
perature of the room. Place all three in a basin of warm water. 
The alcohol rises higher than the water or mercury, and the water 
higher than the mercury. 

Liquids expand on being heated 

Examples. I. 

1. How would it affect the rise of the liquids if a tube be used (a) with 
a narrower bore, {b) with a wider bore ? 

2. "What would be the effect of using a larger flask ? 

3. Suppose the glass did not expand, how would this affect the rise of 
the liquid ? 

4. Define Heat and Temperature. Is temperature heat ? 



5. PRINCIPLr. OF THE THERMOMETER. 

The expansion of solids and liquids suggests a method 
of making a thermometer. Might not the lengthening of a 
bar of iron indicate a change of temperature ? The difficulty is 
the small elongation. The expansion was only demonstrated 
by using a flame to the bar. With liquids the expansion is evi- 
dent. The experiments show that alcohol will be more suitable 
than water or mercury, but alcohol and water boil and pass 
into vapour before mercury ; mercury is therefore used. It 
will be advisable to use a tube with a fine bore (Examples I.), 
and also a large flask, if a small increase of temperature is to 
be made apparent by the rise in the tube. A krge flask is 
objectionable, inasmuch as it takes a long time to heat the 
contained liquid. By using a small vessel and a tube with a 
very fine bore the best results will be obtained. 

If the top of the tube be open, impurities get into the 
liquid, the liquid evaporates, and its position is also affected, as 
will be seen later, by the pressure of the atmosphere ; it would 
be useless merely closing the end of the tube, as the imprisoned 
air would resist the rise of the liquid. 

Conclusion, — Mercury is a suitable liquid to use in a 
thermometer. The tube should have a small bulb and a very 
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fine bore ; air should be removed from the tube and the tube 
should be closed. 




6. To Make a Mercurial Thermometer. 

There is a fair amount of difficulty in this, and the fumes 
of boiling mercury are dangerous. The student should be 
content with reading the description. The construction of the 
alcohol and water thermometers may be safely attempted. 

The Tube. — Select a tube with a uniform bore, close one 
end, and blow a small bulb, D ; blow a bulb, C, higher up the tube, 

and cut off the tube just above C. 
Pour a little pure mercury into C, warm 

0IH D gently ; air is forced out ; remove 

W the flame, on cooling part of the 

E ifi mercury is forced into D ; repeat this 
until D is half-full. Fill C and boil the 
mercury in D ; all the air is forced out 
along with the mercury fumes ; on cool- 
ing, D and the tube will be quite full. 
Place the tube horizontally ; the mer- 
cury will leave the bore below C, fall- 
ing into C. With a very small blow- 
pipe flame soften the tube at that point 
and draw it out, leaving it as at E. 
With a file cut off" at E. Place the 
tube in a bath of boiling oil ; the mer- 
cury expands and oozes out at the 
point ; when it has ceased running 
out, close the point with a very small 
flame, increase the strength of the 
point by heating the glass. Let the 
bath cool down. The thermometer 
will now appear as F, and tempera- 
tures can be indicated up to the boil- 
ing-point of oil. If higher tempera- 
tures are needed, boiling sulphur could 
be used ; if lower temperatures, boil 
ing water. 
A scale behind the tube might answer the purpose of one ex- 



6 




Fig. 4. 
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perimenter, but as different persons wish to compare temperatures, 

two fined points have been agreed upon (see § i). 

7. The Fixed Points. 

It is found that (i) the temperature of melting ice is always 
the same wherever or whenever the experiment is tried ; {2) that 
the steam of boiling water is always at the same temperature 
if the pressure be the same. The standard pressure in England 
is taken as a pressure of 30 inches of mercury on the square inch, 
on the Continent as 760 millimetres of mercury ; that is, the 
barometer must either be standing at 30 inches, or allowance 
must be made for any variation. 

I. The Freezing -Point.— Clean snow or well-pounded ice is 
placed in a vessel (fig. 5). The bulb is inserted, so that it is sur- 
rounded. It is left for a quarter of an hour 

and moved, so that the thread of mercury 
is seen just above the ice. A scratch is 
made with a file ; this is the freezing-point 
The water from the melted ice escapes at 
the bottom. 

II. The BoiLiNG-PoiNT.— The bulb 
is placed in a metallic vessel (fig. 6), so 
arranged that the tube is heated by steam. 
By following the direction of the arrows 
it will be seen that the inner tube A is 
prevented from cooling by the steam sur- 
rounding the outside of A. The thermo- 
meter is moved until the mercury is just 
seen above the cork (ii) ; when it is 
stationary a mark is made ; this is called 
the boiling-point 

If the barometer be not at 30 inches fig. j. 

a correction is made from tables. 

8. The Scale. 

The distance between the fixed points is divided into equal 
parts called degrees. Three methods are followed :-— 

I. Fahrenheit Scale. — The freezing-point is called 32°, the 



boiling-point 212°. Therefore the distance is divided into 
180 parts. This scale is in common use in England. 



ric.fi. 

2. Centigrade Scale. — Freezing-point is 0°, boiling-point 
100°. This is in common use on the Continent and among 
scientific men in England. 

3, Riaumut's Scale. — Freezing-point is 0°, boiling-point 
80°. This scale is in common use in Germany. 

The divisions are continued above and below the fixed 
points, the divisions below 0° being indicated as —1°, —10°, 
—15°, etc. 

iSo° Fahrenheit= 100° Centigrade =80° Reaumur .". 18° F. 
=10" C.=8'' R. 

Examples. II. 

1. How many divisions of the Centigrade scale ore aqual to 54 divisions 
of the Fahrenheit scale on the same thsnnometer ? 

2. On a certain Centigrade thermometer li" measure m inch ; what 
would 12° Fahrenheit measure on the same tbennonieter ? 



Heat and Temperature — Thermometers 



9. Relation of the Scales. 



Suppose a thermometer gra- 
duated according to each scale. 
To compare the readings when 
the mercury is at a certain height 
ccy : — 

Let f^Cy r be the number of 
degrees according to each scale 
<fig. 7). 



F 



Then 



180 LOO 80' 



because the numerator and 
denominator of each fraction 
represent the same distance ; 



c 






^ 



too 



BO 



J/ 



18 



(*) 



10 



Fig. 7. 



I. A thennometer reads 60° F.; what would its reading be in degrees 
Centigrade ? 

18 '10 •• 18 10 

...^=?ox^8=, 5.50 c. 



18 

2. Change 15° C. into the Fahrenheit scale. 

/-32^£5 
"IF 10 



.•./-32=27 



3. What is — 18 F. on the Centigrade scale ? 

f-Z2 c . -i8-32_ ^ 



18 



10 



18 



10 



10 



.'.^-;-gx(-5o)=-27-8<>. 



The student can, as an exercise, write down the relation 
between degrees Centigrade and Reaumur. The latter scale 
is of slight importance in England. 
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Examples. III. 

1. Define Heat and Temperature. What is meant by sensible heat ? 

2. What is a Thermometer ? what are the advantages and disadvantages 
of alcohol compared with mercury ? 

3. Describe the construction of a mercurial thermometer. 

4. How are the fixed points on the stem of a mercurial thermometer 
determined ? Into how many parts is the distance between them divided 
on the Fahrenheit scale ? To what temperature on the Centigrade scale 
does 179° F. correspond? 

5. Change the following degrees Centigrade into degrees Fahrenheit : 
50, 10, -7, 180,32-5. 

6. Express 96^, 30°, 15°, 32°, 180° Fahrenheit in the Centigrade scale. 



10. Alcohol Thermometer. 

A bulb is filled with coloured alcohol as with mercury. It 
is graduated by placing it in baths at different temperatures 
with a good mercury thermometer, and the same readings are 
marked on the alcohol thermometer as are indicated by the 
mercury thermometer. It can be used for lower temperatures 
than mercury. Mercury freezes 39° below zero on the Centi- 
grade scale (—39° C), and is then useless. Alcohol only 
freezes at —150® C. 

Examples. IV. 

Construction of thermometer. 

1. Why should care be exercised in securing a tube of uniform bore? 

2. What are the objections to constructing a mercury thermometer and 
leaving the top of the tube open ? 

3. How is a thermometer filled ? 

4. Why is it necessary to boil the mercury ? 

5. What are meant by * the fixed points ' ? what precautions must be 
taken in obtaining the boiling-point ? 

6. Change the following degrees C. into F. and R. : 15°, 30°, 17-5®, 
0°, 100°, -30^ -10°. F. into C. and R. : 180°, 2I2^ ^cp, 60°, -12°. 

7. How would you construct a water thermometer? how would "you 
graduate it ? 

8. Under what circumstances is an alcohol thermometer used instead of 
a mercurial thermometer ? How is an alcohol thermometer graduated ? 

9. What is meant by a * degree * of heat, say 14 degrees Centigrade ? 
What is meant by a change of temperature ? 
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II. To Test the Position of the Fixed Points 

ON A Thermometer. 

» 

I. Freezing - Point. — Use a common tin instead of the 
apparatus in fig. 5. Punch several holes in the bottom, fill it with 
clean well pounded ice. Insert the 
thermometer, resting the tin on a 
tripod stand. Observe the tem- 
perature. 

Add a little salt and note the 
temperature. 

I I. Boiling - Point. — Insert 
a cork through which passes a glass 
tube into a long test-tube. With a 
small blowpipe flame soften the 
glass at a (fig. 8) ; when it is red 
blow through the tube ; a small 
hillock is formed : reheat and blow; 
the hillock breaks and a hole is 
formed. Remove the cork and in- 
sert a cork with two holes ; through 
one pass a thermometer, through 
the other a tube passing nearly to 
the bottom of the test-tube. Sur- 
round the neck of the tube with a 
piece of india-rubber tubing, so that 
it fits tightly into a flask. Boil water in the flask; the thermo- 
meter is surrounded by steam. Note the position of the boiling- 
point. Add a little salt to the water and boil again. Place the 
thermometer in the salt and water and observe the temperature, 
also in water containing calcium chloride. 

Example. 

1. Freezing'point with clean ice = 0° C. 

2. „ ,, „ ice and salt= — 10^ C. 

3. Boiling-point with steam from water = 100*5° C. Error •S®^ 

4. ,, ,, ,, salt and water =I00'5° C. 

5. ,, ,, ,, calcium chloride and water, the 
thermometer dipping into the water = 107° C. 

Conclusion, — For freezing-point use clean ice. Always 
re-test thermometers with steam from water; on the above 




Fig. 8. 
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thermometer the boiling-point has been marked 'S® too low. 
Impurities in water affect the boiling-point of water, but do not 
affect the temperature of the steam from such water. 

12. 

The mercurial thermometer can now be used to test 
the temperature of a body. Suppose it touches a piece of 
warm iron, heat flows from the iron to the mercury ; the bulb 
being small the heat lost by the iron is inappreciable ; soon the 
iron and the thermometer are at the same temperature, which 
is practically that of the piece of iron. 

With the thermometer test the temperature of various bodies 
in the room. Show that all are at the same temperature. Test 
the temperature of bodies placed in an oven. Re-read §§ i 
and 2. 

Attach a tube bent at right angles to the apparatus (fig. 8) 
where the steam issues ; let the bent part dip into water so that the 
steam issues, say, 9 inches below the surface ; boil and notice 
that the temperature rises. The steam is under increased 
pressure ; this causes a rise of temperature. A change in the 
pressure of the atmosphere similarly affects the boiling-point, 
hence the reason for noting the height of the barometer when 
the boiling-point is taken. 

Examples. V. 

1. Explain how the fixed points on the stem of a mercurial thermometer 
are obtained. Why is it necessary, in marking the * upper fixed point,' to 
take note of the height of the barometer ? 

2. Does a thermometer measure heat ? 

3. Give the reason for determining the upper fixed point by means of 
steam rather than by boiling water. 
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CHAPTER II. 

EXPANSION OF SOLIDS AND LIQUIDS, 

13. Coefficient of Linear Expansion. 

Refer again to the experiment in § 3. Let the sketch re- 
present a section of the rod and needle very much enlarged^ 
The pointer has moved 30®. 

Suppose that the needle, instead of 
rolling, turns upon an axle. Before turning, 
the points b and b' would be in the position 
a. The arc ab = the distance ab'. If 
the diameter of the needle be known and 
the angle be measured, evidently the 
distance (d/ can be calculated. 

Suppose diameter = i" ; the circum- 
ference = 2 X ^ X ^, ab' ^ arc ab. 




Fig. 9. 
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arc a^= -^X3o= ^=?.!IlI2=-262 inch. 
360 12 12 

Thus the elongation could be measured. The elongation 
of a bar is not measured in this way ; the example is given to 
show that the numbers to be afterwards given are the result of 
actual measurements carefully made. 

A bar of iron measuring i foot 6 inches at the temperature of 
melting ice measures i foot 6*036 inches at 100°. 

A number of results such as this would be difficult to re- 
member, and would be of little use for purposes of comparison. 
The increase in length ='036 inch ='003 foot. 
The original length =1*5 foot. 
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The increase in length for i foot for 100®=^^ foot = '002 

foot, and the increase in length for i foot for i**= '00002. If 
we divide the increase in length by the original length and then 

divide by the number of degrees (-^5^ — -h 100), the same 

° ^ 1*5 foot 

numerical result is obtained ; in the latter case the result is 

merely a ratio. This number is called the coefficient of linear 

expansion ; the coefficient of expansion for i** is a number 

obtained by dividing the increase in length for 1° by the original 

length. 

The COEFFICIENT OF LINEAR EXPANSION for I® is the ratio 

of' the increase of length when the temperature is raised one degree 

to the original length. 

Examples. VI. 

Find the coefficient of expansion in the following examples : — 

1. A rod of brass at 15® C. measures 2 feet, at 95® C. it measures 
2*003 feet. 

2. A rod of glass at 10® C. measures 5 feet, at 70° C. it measures 5*0024 
feet. 

The coefficient of expansion is numerically equal to the 
increase in length of a rod of unit length (i yard, i foot, i 
metre), when its temperature is increased i®. 

It is assumed that the cpefficient of expansion for 1° is the 
same at whatever temperature the measurements are made; this 
is practically true, although there is a slight increase in the co- 
efficient of expansion as the temperature rises. 

14. 

A bar of zinc measures 2 feet 3 inches at 52° F. and 2 feet 
3*07 inches at 212° F. Find the coefficient of linear expansion. 

The elongation for (2 1 2 — 5 2)*^ F. = -07 inch 



>» »> ?> i J. . — „ 



i°F.= 



-•07 



160 

/. coefficient of expansion = ^ inch-r-27 inches = '000016. 

160 
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The coefficient oif expansion for 1° C. 

•000015x0 
= ^ — ?== '000029. 

TABLE OF Coefficients of Linear Expansion for i°C 



Glass 


= '0000085 = • 

120000 


Platinum 


=•0000085= , 

120000 


Cast iron 


— 'noAn T ~~ 


I 00000 


Wrought iron . 


•""•000012 — " 


85000 


Copper . 


— '0000 T T — 


58000 


Lead 


— •noon '^ 8 — 


^-tSffMSX • • 


35000 


Zinc 


0000 t — ^ 



34000 

This table is only approximate; different specimens vary in 
their expansions. It assumes that the expansion from 0° to 1° C 

is — of the expansion from 0° to 100° ; this is nearly true, and 
100 

it is by measuring the expansion for 100** or some such range 

of temperature that the coefficient is generally calculated. 

Calculate the above table for 1° F. 



IS- 

A cast-iron tube is 6 feet long in winter when the thermometer 
is at freezing-point : what will be its length on a summer day when 
the temperature is 27® C. ? 

Coefficient of linear expansion of cast iron = 'ooooi, 
the increase in length of i foot for i** = 'ooooi foot, 

I foot for 27° = '00027 » 
6 feet for 27® = -00162 „ 

/. length at 27® C = 6*00162 feet. 



j» 



» 



j> 
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A copper bar measures 5 metres at 50® C. ; what will it measure 
at-io°C? 

Coefficient of expansion of copper = '0000x7. 
The bar cools through 60° C. 

.•. I metre shortens '001020 metre 

.•. 5 » »i '0051 

.'. length at — 10° C. = 4*9949 metres. 

[Note. — If the coefficient of linear expansion be given at o®, the accu- 
rate method of working the above examples would be by first calculating 
the ratio of the lengths at two different temperatures. 

Thus, taking the last example, 

I metre at o® will measure I + ( -00001 7 x 50) at 50° = I -00085 
I metre at 0° will measure I - (-000017 x 10) at — 10° « '99983 

I -00085 : 5 : : -99983 : x 

X = length at — 10® C. = 4*994904 metres. 

This method is unnecessary in the case of solids save in very accurate 
calculations.] 

Examples. VII. 

1. Explain what you mean when you say that the coefficient of linear 
expansion of iron is 0*000012. If an iron yard measure be correct at the 
temperature of melting ice, what will be its error at the temperature of 
boiling water ? 

2. From London to Edinburgh is 400 miles. Suppose the hottest day 
in summer to be 90° F. above the coldest day in winter; find the difference 
in length in the rails laid on the railway. 

3. A rod of brass just fits between two supports ; ice-cold water is 
poured over it and the bar falls. Why is this ? The bar is now heated in 
a boiler and is found to be too long. Why ? 

4. A rod of zinc measures I ft. 3 in. at o*^ C. ; what will it measure at 
6°C. ? 

5. A rod of lead, 6 feet long, was fixed between two firm supports on a 
day in winter when the thermometer was 24° F. It was examined later in 
the year and was found bent. Explain why. What allowance should have 
been made so as to avoid buckling when the temperature is 100° F. ? 

6. Telegraph wires sag more in summer than in winter. Why ? Sup- 
pose the distance between two posts to be 80 yards and the wire to be made 
of copper, what change would there be in the length when the thermometer 
was at 0° C. and 20° C. ? 
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16. The Coefficent of Square Expansion for i' 

__ increase in area for 1° 
original area 

Suppose ABCD to be i square foot, 
and that the linear expansion of the 
solid fori® be represented by Ka\ then 
as the square expands abcX^ will be the 
area after expansion, if there be no 
reason why the body should expand 
more in one direction than another. 

Let the coefficient of linear expan- 
sion be I ; 

D«^^ = ABCD + twice strip aiBH- small square B^. 

Strip aB is i foot long and I foot wide; its area = I square 
foot. 

Square B^ = ^ x S = ^2 square foot ; 

/. T>abc = ( I + 2^ + ^2) square foot 
If I be very small compared with i foot, by saying 
Dadc=s (i + 2f) square foot, a very small error will be made. 

Then coefficient of square expansion for 1° 

__ 2^ square foot (increase) __ ^. 
I square foot (original area)" ^ 

that is, twice the coefficient of linear expansion. 

Zinc has the greatest coefficient of expansion among the 
ordinary metals. 

A square of zinc i foot side on being heated expands so 
that its side becomes 1*00003 square foot ; 

/. new area = (1*00003)2 = 1*0000600009 square foot. 

By neglecting 5^ the amount *ooooooooo9 square ft. is neglected, 
an amount far too small to be noticed. 

Examples. VIII. 

1. Write out a table of the coefficients of square expansion. 

2. A square brass plate has 2 feet side at o® C. Find its area at 15° C. 
Coefficient of linear expansion of brass = '000019. 

C 
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3. A square of glass fits tightly into a frame in winter. On a warm 
day it suddenly cracks. Why ? 

1 7. The Coefficient of Cubical Expansion is the ratio 
of the increase of the volume of a substance for 1^ to the original 
volume. 

Imagine a cube of i foot side 
(cube with thick lines) ; if it expand 
so that each side becomes (i + ^) foot, 
its volume becomes (1 + ^)^ cubic 
foot. 

The cube after expansion is made 
up of the original cube + 3 square 
slabs (A|, A2, A3 are the diagonals) 
having bases of i square foot and each 
a thickness of I foot, each on one face 
of the original cube + 3 strips (a sec- 
tion of each is shown), -each i foot 
long, and a base h^ square foot + the small cube, whose side is 
I foot; .•. volume after expansion = (i +3^ + 3 c* -1-2^) cubic 
foot. The small cube h^ and the three strips are small compared 
with the original cube, and if h be very small these quan- 
tities can be neglected and we can write, 

Volume after expansion =1 + 3^, 

/. coefficient of cubical expansion = 3 ^u ^^ ^^ _ ^^ 

I cubic foot 

= three times the coefficient of linear expansion. 

To test whether this can be accepted in the case of the 
cubical expansion of solids : — 

I foot of zinc at 0° = 1-00003 ^oot at 1°, 
/. a cube i foot side at 0° = (1-00003)' ^oot at i** 

= 1*000090002700027 cubic foot 
= 1-00009 nearly 
= I + (-00003x3) ; 

by neglecting the small square -000000000000027 is neglected, 

„ „ three small strips -0000000027 „ „ 

both quantities being very small compared with one cubic foot; 
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/. coefficient of cubical expansion of zinc 

•=. ^ — ^ = '00009, 

I 

or three times the coefficient of linear expansion. 

The coefficients of cubical expansion obtained by other 
methods agree with the number obtained by multiplying the 
coefficient of linear expansion by 3. 

Examples. IX. 

1. Make a table for the coefficients of cubical expansion from the table 
in § 14. 

2. The coefficient of linear expansion of copper is '000017, a cube of 
copper of I ft. side at o*' C. has a volume of i +(3 x '000017) cubic foot 
nearly at i°; what error is made ? 

3. Suppose a substance has a coefficient of linear expansion 'i ; 
should we be justified in saying the coefficient of cubical expansion was "3 ? 
Why not ? 

4. A glass vessel contains 120 cubic inches at 0°. FiAd its volume at 
100° C. 

5. A cube of copper measures I ft. side at 15° C. Find its volume at 
180° C. 

6. Water pipes are fitted by telescopic joints. Why ? 

7. What would be the effect of fixing firmly the ends of furnace bars ? 

8. A glass bottle holds when quite full at the temperature of melting 
ice 20 cubic inches of ice-cold water. How many cubic inches of boiling 
water will it hold, the bottle as well as the water being at 100° C. ? (Co- 
efficient of linear expansion of glass » '000009. ) 

18. The Expansion of Liquids. 

It is only possible to measure the expansion in volume ; that 
is, the cubical expansion. 

The expansion of the liquid in Chap. I. § 4 evidently was 
less than the real expansion, as the expansion of the glass caused 
the column to stand lower in the tube than it would have stood 
if the glass had not expanded Generally the apparent expan- 
sion of a liquid is measured. 

Real expansion = apparent expansion + expansion of the 
vessel. 

C 2 
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To Find the Apparent Expansion of a Liquid. 

In order to find the apparent expansion of a liquid, a ther- 
mometer tube is taken, whose capacity up to a certain division 
on the stem, and also the capacity of any length of the stem, 
is known at a particular temperature. The tube is filled with 
the liquid at this temperature to an observed division, and the 
volume calculated. It is now placed in a bath, heated to an 
observed temperature ; the rise is noticed, and the increase in 
volume ascertained 

/Increase in volume\ ^ coefficient of apparent expansion for 

\ origmal volume / 

a given number of degrees. 

Instead of measuring the volume the following plan is 
followed : — 

Close one end of a piece of glass tubing 8" long, f " wide ; 
draw out the other end and bend it as in fig. 12, leaving a very 

fine hole ; weigh it, warm 
the bulb with the point 
dipped into mercury ; on 
cooling, the mercury en- 
ters. Repeat this ; ulti- 
mately boil the mercury; 
^'''- "• when the tube cools it 

will be filled with mercury. Let it cool down to the tempera- 
ture of the room, the point dipping into mercury ; weigh agaia 
Make a cage of open wire gauze to contain the tube, and place 
it in a steam bath, catching tlie mercury that is forced out in a 
weighed capsule ; when no more is forced out, let it cool and 
weigh. 

Example. 

At 15° C, tube+mercury= 192*3 grams, 

tube = 15*6 grams ; 

.•. weight of mercury = 1767 grams. 
At 100° C, tube -h mercury =190*0 grams, 

tube= 15*6 grams, 

.\ weight of mercury = 174*4 grams ; 
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••. 1 74*4 grams of mercury at 15° expand so as to occupy, at 
100°, the volume of 1767 grams at 15®, /. expansion for i 

.*. coefficient of apparent expansion = ^— — = -000153. 

174-4x85 

The above instrument is called a weight thermometer, 
because from the weight of mercury expelled the temperature 
can be calculated. 

[The coefficient of the*absolute expansion of mercury has been found, by 
a method that will not be explained here, to be about 5^ or '00018. 

In the above example, since 

Absolute expansion = apparent expansion + expansion of the vessel, 
the coefficient of expansion of glass = X)OOi8— '000153 

= •000027. 

That is, by using the coefficient of absolute expansion of mercury and 
measuring the coefficient of apparent expansion, the coefficient of expansion 
of glass can be calculated. By experimenting with any other liquid in 
this glass vessel we can find the coefficient of apparent expansion of the 
liquid ; then 

coefficient of absolute^ coefficient of apparent^ coefficient of 
expansion of the > = expansion of the > + expansion 
liquid J liquid J of glass.] 

Examples. X. 

1. What is meant by the real or absolute expansion, and what by the 
apparent expansion of a liquid ? Which is the greater, and why ? The 
coefficient of expansion of mercury being g^, and its coefficient of apparent 
expansion in a glass vessel being g^^, find the coefficient of cubical expan- 
sion of glass. 

2. By using a weight-thermometer, the coefficient of apparent expansion 
of glycerine was found to be "000488. The expansion of glass had been 
previously found to be •000027. Find the coefficient of absolute expansion 
of glycerine. 

19. Peculiarity in the Expansion of Water. 

Take the apparatus shown in fig. 3 ; heat the flask until the water 
runs out at the top, then place it in a mixture of ice and observe the 
movement of the fluid in the tube as it cools. There is a gradual 
descent for some time, then an ascent, and ultimately it remains 
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stationary. Remove the flask and place it in warm water ; the 
reverse takes place — a descent, then an ascent. 

The meaning evidently is that water, in cooling, contracts to 
a certain temperature and then expands ; that is, a cubic inch 
of water will weigh more at some temperature above freezing- 
point than a cubic inch at any other temperature. The mass 
of a unit volume is called the density of the substance. Then 
the density of water at this particular temperature is greater 
than at any other temperature. This temperature, at which 
water has its maximum density, has been determined to be 4® C 
or 39*2° F. 

Repeat the above experiment by placing a thermometer 
through the cork, and when the water is at o** C. place all in 
ordinary water, and notice the indication of the thermometer 
when the water is at its maximum density. 

Ice floats in water ; therefore ice, bulk for bulk, is lighter 
than water, that is, water expands on freezing. 

Melt paraffin in a test tube ; throw pieces of solid paraffin? 
in : the pieces sink ; therefore paraffin contracts in freezing 
(solidifying). 

Examples. XL 

1. What is meant by the density of ice-cold water ? Does the density of 
ice-cold water change when the water is warmed, and, if so, in what way? 
By what experiment would you find out whether any change in density 
occurs under these circumstances ? 

2. How would you show that brass expands when heated ? 

20. Results of this Behaviour of Water. 

In winter the surfaces of ponds and lakes lose heat The 
surface water being, bulk for bulk, heavier than that below, 
sinks ; this goes on until the whole pond is at 4° C. The 
surface water cools, but it is now less dense than the water 
below ; it therefore floats, its temperature falls until it freezes^ 
and the ice, as we know, floats. If water were like paraffin 
or iron, the surface water would, down to freezing-point, be 
heavier than the deeper water ; thus the whole pond would be 
reduced to 0° C, a temperature that would destroy much of 
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the animal life that now exists at 4° C If it still contracted 
on freezing, layer after layer of ice would sink, until the whole 
pond would be a mass of ice. 

21. Force of Expansion and Contraction. 

Solids and liquids not only expand and contract, but they 
do work in so doing. 

AB is an iron bar passing through sockets in a strong cast-iron 
frame, CD. The iron bar has a hole at one end, through which passes 
a small rod, F, of cast iron. 
At the other end is a screw- 
thread on which a nut, N) 
with two arms, works. The 
rod is heated, placed in its 



Tt 




B 
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socket, the rod F inserted, ' ^ 

and the nut screwed up '°* ^^' 

tightly. As the temperature falls, the bar contracts, and the force 
is sufficient to break the rod of cast iron. 

Draw out a test-tube ; when cool fill it with water, and close 
the end by a small flame. Wrap it in iron gauze or flannel ; 
place it in a jug of warm waten The water expands with sufficient 
force to break the glass. 

The force exerted is enormous ; an iron rod i square inch in 
section in cooling through 9° C. would exert a force of i ton. 

22. Effects of Expansion and Contraction of Solids. 

Walls that have bulged out have had iron bars placed so 
that they passed across the building through the walls ; at each 
end a nut was screwed close up to the wall : alternate bars 
were heated ; they expanded and the nuts were screwed up 
further (see experiment in last section). On cooling the force 
was sufficient to pull the walls closer together ; the other bars 
were now heated, the nuts screwed up, and the bars allowed 
to cool. By this means the walls were restored to their 
vertical position. 

The iron tyres of wheels are placed on red-hot and fit 
loosely ; on cooling they secure tightly the woodwork. The 
case of iron bridges and iron rails has been referred to. 
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Compare in § 14 the coefficients of expansion of glass and 
of platinum. Place a piece of platinum wire in a Ane opening 
in a glass tube; heat until the glass softens and closes round the 
platinum; when it cnots the joining is perfect, because the co- 
efficients of expansion are the same for the two bodies. Try 
the experiment with an iron wire or a brass wire. 

23. Compensating Pendulums. 

Any alteration in the length of the pendulum affects the 
time of the dock. But, as solids expand and contract, if 
accuracy be needed, a plan must be devised 
to keep the length of the pendulum constant. 
Pendulums so constructed that they do not 
alter their number of swings per second as the 
temperature changes are called compensating 
pendulums. The principal kinds are : — 

1, Graham's. — The 'bob' consists of a 
glass vessel containing mercury. If the tem- 
perature increases the rod expands. The 
mercury also expands and rises in the vessel 
They are so arranged that the distance of the 
centre of oscillation from the point of suspen- 
sion does not change. 

2. Harrison's Gridiron Pendulum. — a, b, 
c, d are rods of steel ; A, i are brass. If the 
temperature rise, a, b, c, and d expand and 
force the 'bob' farther from the point of 
suspension, h and k, in expanding, lift the 
CTOsspiece « m, and thus lift the 'bob.' d 
passes freely through a hole in ro. The result 
is that h, k compensate the effect of a, b, c, d. 

Coefficient of linear expansion of brass 

= ■000019. 
Coefficient of linear expansion of steel 

Then the length of brass should be to the length of steel 
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as II : 19, if they are to compensate each other, c and b act 
like one rod, as also do h and k ; 

. a-^c-^rd 19 

h II 

If h equal 11 units, ^ = 11+, it is evident that ^must be 
less than 11. In fact the figure illustrates the principle, but it 
is not the figure of a real compensating pendulum : more bars 
are needed. As an exercise construct a compensating pendu- 
lum with 5 steel and 4 brass rods. 

24. The Balance Wheel. 

Solder a strip of brass and a strip of zinc together ; hammer 
them until they are straight. 

Heat the compound bar ; it bends, the brass being on the 
concave side. 

Coefficient of expansion of brass = '000019. 

zinc = '000030. 



j> 
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The zinc expands more than the brass, and therefore forms 
the convex side of the bend. 

The rate of a chronometer depends upon the mass of the 
balance wheel, and the distance of the circumference from the 
centre. The parts B C are made up of a 
compound strip like the above, the metal 
having the highest coefficient of expansion 
on the outside (fig. 15). 

When heated the radius A expands, and 
the chronometer would lose time ; but as the 
heat also causes the strips B C to curve 
inwards, the masses D are brought nearer the 
centre, and this compensates for the extension of A, A. 

Solids, as a rule, expand as they are heated ; stretched india- 
rubber is an exception. It contracts when heated. 

Examples. XII. 

1, A pond is just about to freeze ; will the surface water or the water at 
the bottom be the warmer ? "Why ? 

2. How would you find the apparent expansion of oil ? 




Fig. 15. 
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3. Describe what takes place when a cubic foot of water is cooled down 
from 30° C. to 0° C. Draw it at its most important temperatures. 

4. Explain how to determine the coefficient of apparent expansion of a 
liquid contained in a glass bulb. 

5. Describe a way of showing the unequal linear expansions of solids 
by heat. Explain how this unequal expansion is made use of in the 
gridiron pendulum. 

6. The rim of the balance-wheel of a watch is made up of rings of two 
different metals, one outside the other, and is cut at two points ; explain 
how it is possible for the rate of the watch to be the same in hot and cold 
weather. 

7. Two iron bottles are filled with water at 4° C. and plugged. One 
is placed in warm water, the other in a mixture of ice and salt. What takes 
place in both cases? Why ? 

8. Draw two vertical lines, 12" apart, to represent rods : one, 12" long, 
is copper; the other, 17" long, is wrought iron. Join the tops, measure 
the distance, and determine how this distance would change as the rods 
are heated. 

9. Explain how to construct a seconds pendulum which shall keep 
correct time in hot or cold weather. 

10. Describe a gridiron pendulum made of zinc and iron bais. What 
is the ratio between the lengths of the bars of the two metals ? 



CHAPTER III. 

THE PRESSURE OF THE ATMOSPHERE— THE 
EXPANSION OF GASES. 

25. To Measure the Pressure of the Atmosphere. 

Fill a bottle with water; 
place a piece of paper over 
the mouth, and press it finnly 
to the bottle with the hand : 
invert the bottle and remove 
the hand ; the water does not 
run out The pressure of the 



atmosphere is greater than the 

pressure of the mass of water. 

This atmospheric pressure is 

exerted in all directions ; in 

the experiment it acts upwards. 

Repeat the experiment, using a 

tumbler and a sheet of card- Fig. ij. 

board (fig. 16}. Attempts to perform the experiment when air 

b in the vessel fail. 
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TorricelWs Experiment — Take a clean tube \ inch internal 
bore, 32 inches long, and close one end. Fill it with cle^n 
dry mercury, place one thumb over the end, and invert in a 
■dish of mercury (fig. 17). The space above the mercury is 
filled with the vapour of mercury. Measure the height of the 
mercury in the tube above the mercury in the vessel ; in an 
experiment it was 30 inches. By a principle of hydrostatics the 
pressure of 30 inches of mercury is supported by the pressure 
of a column of the atmosphere, whose height is the height of 
the atmosphere, and whose base is the same area as the base of 
the tube. 

Suppose the section of the tube to be i square inch ; the 
pressure of the atmosphere in lbs. on i square inch = the 
pressure of 30 cubic inches of mercury on i square inch. 

I cubic inch of mercury weighs 0*49 lb. ; 
/. the pressure of the atmosphere in lbs. per square inch 
= 30 X o*49 lbs. = 147 lbs. per square inch. 

The height of the column of mercury changes as the pres- 
sure of the atmosphere changes. 

This instrument is called a Barometer. 
Notice the megining given to the expression *a pressure of 

30 inches of mercury.' 

If water were used instead of mercury, 
the water would leave the top of the tube 
when the tube was more than (30 x i3'6) 
inches high, 13*6 being the specific gravity 
of mercury. 

26. The Effect of Varying 
Pressure on a Gas. 

Close one end of a tube \ inch bore, 50" 
long, and bend it as in fig. 18; the short 
limb should be about 7 inches. Fasten 
the tube to a vertical board. Place a 
small funnel in the open end. Pour a little 
Fig. 18. mercury down, so that it stands the same 

height in both limbs. A portion of air in the short limb is cut off 
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from the external air ; it is at the pressure of the atmo- 
sphere, because the mercury is the same height in each limb. 
With the barometer carefully measure what this pressure is. 
Measure the height of the air in the short limb, adjust a milli- 
metre scale to both limbs so that o is on a level with the mer- 
cury. Pour mercury into the funnel; after a minute measure 
the height in the short limb, also the height of the mercury in 
the long limb above the level in the short limb. The air in 
the short limb is now subject to a pressure of the atmosphere 
together with the pressure of this last measured height of 
mercury. Make several measurements in millimetres. 





V 
Volume 


(a) Pressure 
of Mercury 


(3) Barometer 
Pressure of 
Atmosphere 


Total 
Pressure 


VxP 


I 

2 

3 
4 
5 


221 
176 
112 
102 

95 


143 

378 
1023 
1200 
1346 


756 

99 

99 
99 

,» 


899 

1134 
1779 

1956 

2102 


198,679 
199,584 
199,248 
199,512 
199,690 


Average .... 


199,428 



In number 3 the volume is about one half of number i. 
The pressure is about twice the pressure in number i. In 
halving the volume the pressure has been doubled. In each 
case multiply the volume by the total pressure ; the result is 
in the fifth column. 

Allowing for errors of experiment, we obtain the law : 

In a gas^ when the temperature is constant the product of 
volume and pressure is a constant 

Or, the volume varies inversely as the pressure* This is 
known as Boyle's or Marriotte's Law. 

The volume was treated as a height. It was of course under- 
stood that the volume was height x area of section of tube. As 
the tube was of uniform bore, the volume was proportional to 
the height. 

The law also holds good when the pressure is less than 
that of the atmosphere. 
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To see the reason for the phrase * temperature is constant,' 
pour warm water over the short limb and notice the change. 

A gas measures 200 cubic centimetres when the pressure is one atmo- 
sphere ; what will it measure when the pressure is 5 atmospheres, if the 
temperature remain constant? 

By Boyle's law volume x pressure = constant. In this case 
constant is 200 x i = 200, 

.'. new volume x 5 = 200, 

.'. new volume = 40 cubic centimetres. 

The law is similar to the following : Suppose a man with 
1,000/. amuses himself by purchasing horses at various prices ; 
evidently the number of horses is determined by the price of 
each horse, that is 

Price per horse x number of horses = 1,000/. (a constant). 

The weakness of the various thermometers as long as they 

were open to the pressure of the atmosphere is now evident ; 

the volume of the liquid or gas would change with the change 

of pressure, and this change would confuse the results 

1^ of the thermometer as to temperature. (See § 7.) 

¥ 

* 27. The Expansion of Gases. 

Pass a narrow tube 18" long through a cork, and 
insert the cork in a 2 -ounce flask. Invert the flask 
as in flg. 19, dipping the tube into a flask of coloured 
water. Warm the 2 -ounce flask so as to expel a 
little air; the coloured water rises in the tube, and its 
movements show the eff*ect of change of temperature 
upon the confined air. The apparatus forms a simple 
Air Thermometer. It could be graduated by plac- 
ing a mercurial thermometer near it and noting the 
position of the water at two temperatures (for example, 
the temperature of the room and that of a warm cup- 
board) and dividing the scale accordingly. 
Air expands on being heated ; by filling the flask with coal 
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gas, hydrogen, etc., it can be shown that this is true of all 
gases. 

If the volume of the flask and part of the tube filled with 
air were known, also the volume of any length of the tube, 
then by observing the distance the water is depressed when 
the air thermometer is heated, say 5°, we obtain 

^v ca ' i. t • r o increase of volume 

the coefficient of expansion for 1° = —^.—. — = . 

ongmal volume x 5 

By experiments with various gases it is found 

That all dry gases have the same coefficient of expansion if 
the pressure remain the same. 

Like Boyle's law and other laws deduced from experiment 
this is not exactly true, but it is sufficiently true for all ordinary 
purposes if the temperature do not greatly exceed 100'' C. 

Experiments have shown that this law, called Charles' law, 
may be written : 

In any dry gas, whatever the pressure may be, the volume is 
increased -^^ of its volume {or '00^66^) for every increase of one 
degree Centigrade of temperature, always measuring from 
freezing-point, 

28. Absolute Temperature. 

[The regular expansion of dry air (or gas) has suggested its use as a 
thermometric substance ; the objection to it is that corrections must be 
made for the barometric changes. If two air thermometers were con- 
structed so that they agreed at 0° and 100° and were then graduated, they 
would agree at any intermediate temperature ; this would not be the case 
with a mercurial and an alcohol thermometer. 

By Charles' law if the freezing-point on an air thermometer be 273 
inches above the bottom of a uniform tube, at a temperature of— 16° the index 
would be 213 inches from the bottom, and evidently at a temperature of 
— 273° the index would touch the bottom. It is never expected that this 
temperature will be reached, nor is it probable that the air or gas would 
remain as a gas. It is convenient to call this temperature ( — 273° C. ) the 
Absolute Zero of the air thermometer, and temperatures measured from 
this zero are called Absolute Temperatures. The absolute temperature 
is obtained by adding 273 to the reading on the Centigrade scale.] 



Examples. XIII. 
I. State the law govemii^ the expansion of a gss at cotutant tempera- 
tiure nndei varying pressures, and show how the law taay be proved experi- 
mentallr. 

a. Fifty cubic feet of aii are enclosed in a cylinder, the pressure on the 
piston being 200 lbs. weight ; 800 lbs. more ore added : find the new 
volume, supposing that the temperature remains constant. 

3. A gas measures 310 cubic cm. under acertain pressure; the pressure 
is trebled. Find the new volume (temperature constant). Why are the 
words in brackets inserted T 

39. The Fire Syringe. 
Dip a little cotton wool in a few drops of carbon disulphide, 
and place it in the fire syringe ; shake il in the tube a few times, 
insert the piston, and compress the imprisoned air suddenly ; a 
flash is seen, showing that heat has been evolved. German tinder 
may be ignited in the same way. 

Clean the tube thoroughly and insert a piece of cotton wool 
moistened with water; push the piston down 
and allow it to stand for a few minutes ; with' 
draw it suddenly ; the air expanding cools, and 
moisture is deposited. 

If a gas be suddenly compressed its tem- 
perature rises ; if it be suddenly rarefied the 
temperature falls. 

In the experiments upon Boyle's law, the 
gas is compressed slowly and the heat is 
allowed to escape before the reading is taken. 

3a Leslie's Differential Thermometer. 
Fit two 2-ounce flasks each with a good cork, 
each cork having two holes. A piece of 
glass tubing 24" long is bent as in fig. 20 ; 
coloured water is drawn into the bend, and the 
tube is inserted in the corks. A glass stopper 
is placed in each of the other holes. By using 

these stoppers arrange that the liquid stands the same height in 

each limb. Fasten the thermometer to a board. 
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If one bulb be subject to a greater temperature than the 
other, the index of coloured water moves. Affix a scale and 
call the level of the water in each limb o. Place the bulbs in 
two baths of water, one 5® higher than the other ; call the 
position of the water 5, and divide the scale between o and 5. 

The thermometer does not indicate the actual temperature; 
it shows differences of temperature and is very sensitive. 

31. Examples of Charles' Law. 

One cubic inch of a gas at o® becomes 

cubic inch at i°, 

(I + iP. \ cubic inch at 10®, 

V 273; 

1 1 + ^ 1 cubic inch at 56° ; 
\ 273^ ^ 

or 273 cubic inches of gas at 0° become 

274 cubic inches at i®, 
283 „ „ 10°, 

329 » » 56°. 

A gas measures 160 cubic metres at 0° C. ; what will it measure at 15^ 
C. if the pressure remain constant ? 

273 cubic inches at o'' C. become 288 cubic inches at 15° C; 

/. 160 cubic inches become ^— — ^ — = i68*8 cubic inches. 

273 

A gas measures looo litres at 15° C. ; find the volume at 27*^.0. if the 
pressure remain constant. 

273 cubic inches at 0° C. become 288 cubic inches at 15® C. 

and 300 cubic inches at 27° C; 
/. 288 cubic inches at 15° C. become 300 cubic inches at 27° C. ; 

/. 1000 litres at 15° C. become ^^^^ cub. ins. at 27° C. 

277 

Examples. XIV. 

1. 180 cubic inches of hydrogen are measured at 0° ; what will be the 
volume at 15° C. if the pressure be constant ? 

2. 250 cubic feet of air are measured at 15° C. ; what volume will it 
occupy at 20° C, pressure constant ? 

D 
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3. State Boyle's law. A given quantity of air occupies a volume of 600 
cubic inches at a temperature of 20** C. ; find the volume which the air will 
occupy at 100° C, supposing the pressure to remain constant. (The co- 
efficient of expansion of air is '003665.) 



32. The Effect of Heat on the Density of Substances. 

The density of a body is the mass of unit volume. 

One cubic inch of water at 60® F. weighs 253 grains. The 
density of water is 253 when an inch and a grain are the units. 
One cubic centimetre of water at 4** C. weighs one gram. 

If I ccm. of water at 4** be heated to 100®, its volume 
becomes 1*043 c.cm. Its mass has not altered, that is, there is 
the same quantity of matter. 

.•. at 100® C. 1*043 c.cm. weighs i gram ; 

.*. at 100° C. I ccm. weighs — — gram = '86 gram : 

ro43 ° 

/. the density of water at 100 is 'Zd gram. 

Knowing the coefficient of expansion, the density at any 
temperature can be calculated. 

Worked Examples. 

If one cubic foot of zinc at 0° C. weighs 6900 ounces, find the weight of 
I cubic foot of zinc at 100° C. 

The coefficient of linear expansion of zinc = -00003 ; 
/. 1*00009 cubic ft. at 100° weighs 6900 ounces ; 

/. I cubic foot at 100° weighs — ???— ounces : 

I '00009 

/. density at 100® = 6899*4 ounces. 

The difference for 100° is so small ( ) that it can 

\ii5oo/ 

generally be neglected in the case of all metals, zinc having the 
highest coefficient of expansion among the metals. 

In liquids the coefficient of expansion is greater, and fre- 
quently the effect of temperature on the density has to be 
taken into account 
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Seven cubic feet of water at 4** C. weigh 7000 ounces ; what will the 
same volume weigh at 100^ C, the coefficient of dilatation of water between 
4° and 100° being -043 ? 

7 cubic feet at 4** become (7 x 1*043) cubic feet = 7*301 at 
100°; 

.". 7 cubic feet at 100** weigh 1^^ — 1 = 6711 ounces. 

7-301 

100 cubic inches of air at 0° C. weigh 31 grains ; what will the same 
volume weigh at 90° C? 

The coefficient of expansion of gases always measured from 

0° C.=— = -^ nearly = -00367. 
273 3000 

100 cubic inches at o® = 100 ( i + ili^ ) cubic inches 

\ 3000 / 

= 522?1 cubic inches at 90*^ : 

/. 100 cubic inches at oo** weigh 31211^ grains 

3990 

30 

__3ixioo^^^. ^ 
ss*^ grams 

133 
= 22*3 grains. 

One litre of a gas weighs 2 grams at 100° C. ; find the weight of a litre 
of the gas at 10^, if the pressure has not changed, 

(273 + 100) litres at 100° C. become (273 + 10) litres at 
10° G 

I litre at 100° C. becomes iii??! ^t 10°. 

373 

I litre at 10® weighs }*^ grams 

203 

= 27 grams. 

Examples. XV. 

1. 50 cubic inches of a gas we^h 16 grains at 0° ; what will the same 
volume weigh at 80° C? 

2. II '16 litres of oxygen weigh 16 grams at 0° C; what will 10 litres 
w^h at 15^, pressure constant? 

D2 
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33. The Effect of Change of Pressure on 

THE Density. 

In both liquids and solids the effect of change of pres- 
sure is so small in changing the volume that it need not be 
considered. In gases the coefficient of expansion is high, and 
also change of pressure produces change of volume (Boyle's, 
law). 

One litre of carbonic acid weighs i '8 gram when- the pressure is i 
atmosphere. Find the weight of I litre when the pressure is 2 atmospheres. 
Temperature constant. 

Its weight when the pressure is 2 atmospheres is the same,, 
but its volume is now \ litre ; 

/. I litre at a pressure of 2 atmospheres weighs 3*6 grams. 

100 litres of air weigh 129*3 gi'^ms at 760 mm. pressure. Find the 
weight of 100 litres at a pressure of 1000 mm. Temperature constant. 

100 litres at 760 mm. pressure become ^— — *— litres at 

1000 

1000 mm. pressure = 76 litres ; 

1-i. • I. 12Q*^ xioo 

/. 100 htres weigh — ^-^-^ grams = 170-1 grams ; 

76 

. density at 760 mm. pressure 129-3 

„ 1000 „ i7o'i* 

100 cubic inches of air weigh 31 grains at 0° C. What will be the 
weight of the same volume of air at 20® C, and the pressure ^ of its 

original amount, coefficient of expansion being ? 

3000 

(i) Effect of Temperature. — 100 cubic inches of air at 0° C* 
become loo (i+iliii?) cubic inches at 20° C. 

(2) Effect of Pressure. — The pressure being \ of original 
pressure, by Boyle's law the volume will be 3 times the original 
amount ; 

/. new volume = 3 x 100 ( i + ^— — ??) cubic inches 

=li?? = 322 cubic inches : 
10 
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.*. loo cubic inches of air at 20° C. weigh 5i grains 

322 

=: 9*6 grains. 

Examples. XVI. 
The coefficient of expansion of air is 



273 



1. If a litre of atmospheric air at the temperature of 0° C, and pressure 
-of 76 centimetres of mercury, have a mass of i;293 gram, determine 
the mass of a cubic metre of air measured at the temperature of 50° C. 
and 50 centimetres pressure. 

2. A volume of 64 cubic feet of air under a pressure of 29*4 inches of 
mercury and at a temperature of 15® C. is heated to a temperature of 100° 
C. , and the pressure is increased to 30 inches ; find the resulting volume. 

3. What relation exists between the temperature, pressure, and volume 
of a given quantity of gas ? A cubic foot of air at the temperature 100° C. 
is cooled down to 0°, and at the same time its pressure is halved. Deter- 
mine its new volume. 
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CHAPTER IV. 

HEAT AS A QUANTITY—SPECIFIC HEAT^ 

CALORIMETERS. 

34. The Thermal Unit. 

The previous experiments have shown that heat is some- 
thing that flows from a body at any temperature to a body at a 
lower temperature. This is analogous to the flow of water from 
a high level to a lower level. It does not follow that heat is a 
material substance like water. 

Take four beakers, weigh into each a pound of water. In 
making up the weight in two of the beakers use a few pieces of ice. 
Note the temperatures ; stir the beakers containing ice until the 
ice has all melted ; the temperature will be o'' C. Take one beaker 
with water at the temperature of the room, say at 16^, and oiie 
with water at o^ C. Mix these together and note the temperature 
— in this experiment 8°. 

Warm one of the beakers to about 35° C. Mix this with the 
other beaker of water in which the ice has all melted ; the mixture 
is at 17-5° C. 

I lb. of water at o'' C. + 1 lb. of water at 16° C. = 2 lbs. of 
water at 8° C. 

I lb. of water at o** C. + i lb. of water at 35'' C. = 2 lbs. of 
water at 17*5° C. 

Take 2 lbs. of water, one at 16° and one at 35"* C; i lb. 
of water at 16° C. + 1 lb. of water at 35° C. = 2 lbs. of water at 

25-5° C. 

I lb. of water cooling 8° (from 16° to 8°) raised the tem- 
perature of I lb. 8^ (o'' to 8°). 

I lb. of water cooling 17*5° raises the temperature of i lb. 

i7-5°- 
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I lb. of water cooling 9-5*' raises the temperature of i lb. 

Similarly by experiment. 

1 lb. of water at 0° C. + 2 lbs. of water at 15° C. = 3 lbs. 
of water at 10° C. 

2 lbs. of water cooling 5® heat i lb. of water 10°. 

2 lbs of water at 0° + 1 lb. of water at 15° = 3 lbs. of water 
at 5^ 

I lb. of water in cooling 10° heats 2 lbs. of water 5°. 

The result is that the quantity of heat that i lb. of water 
gives out in cooling through 1° of temperature = the quantity 
of heat used in raising i lb. i® ; and that it takes 5 times the 
amount to raise i lb. through 5°, and 10 times the amount to 
raise 2 lbs. through 5°. 

27u amount of heat required to raise the temperature of 1 lb. of 
water from 0° C. to 1° C is called the Thermal Unit. 

The unit of mass is i lb. and the Centigrade scale is used. 

This amount is a quantity that we can add, subtract, multiply, 
and divide just like any other quantity. 

Is a degree of temperature a quantity? can we add degrees 
together? 

Weigh a quarter of a pound of water into a beaker, reducing 
the temperature to o® C. by the method given. Weigh a quarter of 
a pound of gun-shot into a dry flask. Place this flask in a beaker of 
water kept boiling. Stir the shot and test with thermometer. Its 
temperature will rise to nearly 100° C. Pour the shot into the 
cold water and stir, noting the resultant temperature. In an ex- 
periment it was 10® C. 

^ lb. of shot cooling 90° raises \ lb. of water 10°, 

• • ^ j> j> j> 9^ )> ^ » » ^^ > 

• • ^ » » >> 9 » -^ » « ^ • j 

•% to raise i lb. of shot 1° requires ^ the amount of heat 
required to raise i lb. of water 1°. 

27ie ratio of the amount of heat required to^raise one unit of mass 
of any substance 1°, to the amount of heat required to raise an 
equal mass of water i**, is called the Specific Heat of the sub- 
stance^ 
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The specific heat of gun-shot is \ 
when „ „ „ „ water is i. 

The number of thermal units required to raise the tempera- 
ture of a body i® b called its capacity for heat ; 

.•. ^P^c^ y _jg numerically equal to the specific heat of body, 
mass m lbs. 



35. Experiments to Show that Bodies have Different 

Specific Heats. 

Take circles of silver (a florin), copper (a penny), iron, lead, 
etc., same size and thickness; hold them at the same distance 
from a bright fire ; in one minute test with a thermometer. 

Their order as regards temperature is lead, silver, copper, 
iron. 

All have received the same amount of heat ; evidently it 
requires more heat to raise the temperature of copper i** than 
it does to raise the temperature of lead 1°. The specific heat 
of copper is greater than that of lead. 

36. Take a saucer half-full of water. Place thirty grams of white 

bees'-wax in it, and place all in an 
oven until all the wax is melted; 
allow it to cool ; when it first solidi- 
fies cut round the edges ; let it stand 
for a day to harden ; remove the wax 
and place it on a large ring of a 
retort-stand. Suspend cylinders of 
lead, bismuth, copper, and iron by a 
fine wire for some time in boiling oil. 
Remove and place them on the wax 
plate. The iron falls through first, 
followed by the copper ; lead and bis- 
muth are unable to struggle through 
,^^^^^__ (fig. 21). 

The rate at which they pass 
through depends on (i) density, (2) the amount of heat they 
give to the wax. Compare iron and lead. The lead is the 
heavier and has this advantage over the copper. The copper 
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therefore must give up a greater amount of heat in cooling ; 
its specific heat is higher. 

This experiment, for the reason given above, cannot be used 
to compare the specific heats of bodies. 

Examples. XVII. 

1. What is meant by the thermal unit ? Write out a definition, using 
one gram as the unit of mass, and one degree Centigrade. 

2. Explain * specific heat ' and * capacity for heat.' 

3. 50 grams of copper at 80° C. are mixed with 57 grams of water 
at 15°. The temperature after mixing is 20**. Find the specific heat 
of copper. What is the capacity for heat of the fifty grams ? 

4. Why should a pound of iron heated to 100** C. sink further into ice 
than a pound of lead at the same temperature ? 

5. How many units of heat will be required to raise 6 lbs. of water 
froA 0° C to IQP C. ; 10 oz. of water from f^ C. to 15° C. ? 

37. Method of Mixtures. 

An instrument for measuring the specific heat of a body 
is called a Calorimeter. 
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To Find the Specific Heat of Zinc 

Take a strip of zinc weighing over ^ lb. Cut it down 
until it weighs J lb. (this is not absolutely necessary j it simpli- 
fies the calculation) ; roll it into a spiral. 

Suspend it by a thread in steam, and 
place a thermometer near to ascertain the tem- 
perature. Weigh ^ lb. of water into another 
beaker, and note its temperature. Move the 
zinc into this beaker (fig. 22), stir it well in 
the water, and note the resultant temperature. 
Calculate as in § 34. 

This method of finding the specific heat 
is called the method of mixtures. 

The thermal unit will increase as the mass 
increases ; that is, it is greater for i lb. than 
for I oz. ; it is less for i gram than for i oz. 
Again, if we use degrees Centigrade it will be greater than if 
we use degrees Fahrenheit. 




Fig. 92. 
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The specific heat is a ratio^ and it evidently will be the 
same whether we use i gram, i lb., or i oz. as the unit ; and 
whether the degree Centigrade or Fahrenheit be used, pro- 
vided we use the same units for water and for the substance. 

Examples. XVIII. 

1. What is meant by specific heat ? If 8 ounces of sine at temperature 
95® C. be put into 20 ounces of water at 15° C. and the resulting tempera- 
ture be 18® C, what is the specific heat of xinc ? 

2. What is meant by the statement : the specific heat of water is io| 
times the specific heat of copper ? If 1 5 lbs. of copper at 80® C. be immersed 
in 18 lbs. of water at 42° C, find the temperature to which the water rises. 

3. What is meant by saying that the specific heat of water is 30 times as 
great as that of mercury? If a pound of boiling water is mixed vdth a 
pound of ice-cold mercury, what will be the temperature of the mixture ? 

4. A baU of platinum whose mass is 200 grams is removed firom a 
furnace and immersed in 150 grams of water at o®. If we suppose the 
water to gain all the heat which the platinum loses, and if the tempeititure 
of this water rises to 30°, determine the temperature of the fiimace. 

N,B, The specific heat of platinum is 0*031. 

5. What is meant by unit of heat ? If the specific heat of iron be J, and 
5 lbs. of iron be cooled down from the temperature of boiling water to the 
temperature of melting ice, how many units of heat are evolved ? 

38. Defects of the Method. 

1. Part of the heat is used in heating the beaker. 

2. Part is lost by cooling. 

3. The metal loses heat in being moved. 

4. Heat is used in heating the thermometer. 

\To Correct for No, 2. — Cover the outside with felt ; this prevents 
loss by conduction ; or make the calorimeter of thin polished 
copper and suspend it by fine threads inside a polished vessel ; 
the heat radiated is reflected back. 

To Correct for No. 3. — This requires complex apparatus ; and if 
the experiment be done smartly little heat is lost Some few drops 
of water may also come over with the zinc. 

Repeat the experiment, covering the calorimeter with felt, or 
rest it inside another beaker, surrounding it with cotton wool. 

To Correct for No, i. — If the amount of heat used in heating^ 
the calorimeter is to be taken into account, we must either know 
its capacity for heat or its mass and its specific heat. 
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Suppose the calorimeter to be of glass and that its mass be 
lo grams, a^d that the specific heat of glass be '2 ; then it 
requires lo x '2 = 2 units of heat to heat the glass 1°. 2 is 
called the water equivalent of the calorimeter^ as due allowance 
will have been made if the 2 grams be added to the weight of 
the water. 

Find the capacity for heat of the calorimeter. Let it stand 
until its temperature is at that of the room, say 15°, add \ lb. 
of water at 17® ; from the cooling calculate the capacity for 
heat of the calorimeter ; similarly find the water equivalent of 
the thermometer. 

A copper calorimeter of specific heat '095 has a mass of 120 grams, 
and contains 280 grams of water at 15*^ C. Find the specific heat of a 
substance when 375 grams of it at a temperature of lOO** C. will, when 
immersed, raise the temperature of the water to 25° C. 

1° Calorimeter, — To raise 120 grams 1° requires (120 
X '095) units of heat =11*4 units, i.e. the calorimeter is equi- 
valent to 11*4 grams of water. 

/. (280+ 1 1*4) X (25 — 15) units of heat are needed, i.e. 
291*4 X 10 = 2,914 units of heat. These are obtained from 
375 grams cooling 75^. 

.•. I gram cooling 1° loses — 9_4_ ^^it = '259 unit. 

75x375 
/. answer : the specific heat of substance is '259.] 

Examples. XIX. 

1. If a copper ball weighing 6 lbs. taken out of a furnace and plunged 
into 20 lbs. of water at 10° C. heats the water to 25°, what was the tempera-^ 
ture of the furnace ? (The specific heat of copper at all temperatures may 
be taken as '095. ) 

2. A ball of copper at 98° C. is put into a copper vessel containing 2 lbs. 
of water at 15° C, and the temperature of the water, ball, and vessel after 
the experiment is 21° C. ; the weight of the vessel is i lb., and the specific 
heat of copper is '095 ; find the weight of the copper ball. 

3. What is the specific heat of a substance ? The weight of a copper 
calorimeter is 1 10 grams, and the specific heat of copper is '095 ; 400 
grams of water at a temperature of 16° C. are put into a calorimeter, 
and then 60 grams of the substance which has been heated to 98® C. 
are placed in the water, whose temperature is now found to be 21® C» 
Find the specific heat of the substance. 
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CHAPTER V. 

LATENT HEAT OF FUSION—SPECIFIC HEAT-^ 

SOLIDIFICA TION. 

39. Laws of Fusion. 

Common experience informs us that heat not only changes 
the temperature of bodies, but that it also changes their physical 
condition. By heat solid ice is changed into a liquid, and the 
liquid into a gas. 

Crush ice to small pieces in a mortar ; make a spoon of wire 
gauze ; use this to lift the pieces into a beaker ; drain from the 
beaker any water left ; place a thermometer in the ice, and apply 
iieat (place the beaker in boiling water). Observe the thermometer. 

The ice melts, but the thermometer does not rise above 
0° C. until every particle has melted What becomes of the 
heat? 

Take pieces of paraffin (from a candle); place them in a beaker; 
insert a thermometer ; heat on a sand bath. 

Again, the thermometer remains stationary when the paraffin 
begins to melt, until every particle of paraffin is melted. As 
the result of similar experiments on solids we obtain the laws 

OF FUSION. 

(i) Every substance begins to melt at a certain definite 
temperature (if the pressure be constant). 

(2) From the time fusion begins till the time it is com- 
pleted, the temperature remains constant 

The temperature at which a body begins to melt is called 
its melting-point. 
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To Find the Melting-Point of Wax. 

Draw out a piece of glass tubing Cut off i inch of the 
finest part Close one end. In this place a little wax. Fasten^ 
the tube to the thermometer with an 
india-rubber band Place in a flask (as in 

fig- 23). 
Notice — 

{a) when fusion begins, 49° C. \ mean 
ip) when it ends, 50° C. ) =49i« 

Take away the flame ; notice — 

(i) when it begins to solidify, 50° C. | mean 

48'' C. 1 = 49. 




Fig. 23. 



{d) when completed. 

Melting-point of wax = 49? +49 -, 

49-25** C For bodies at higher melt- 
ing-point use sulphuric acid instead of 
water. 

It is evident in these cases that heat is 
required to melt (fuse) solids. There is 
also the case when solids dissolve in water 
or other hquids. 

Place one bulb of the differential thermometer in water and 
observe the position of the index. Add to the water any soluble 
solid, as sal ammoniac, sulphate of soda. 

The index moves, showing that, in dissolving, the solid re- 
quires heat. This heat is taken from the water and its tem- 
perature falls. By using suitable solids and liquids, the tem- 
perature can be lowered sufficiently to freeze the water. 

Pour common hydrochloric acid into a beaker, and in the acid 
place a thin test tube containing a little water ; add sulphate of 
soda to the acid. 

Stir with the test tube ; the temperature is lowered and the 
water freezes. Ice machines are made on this principle. 
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The heat used up in melting solids seems lost ; its presence 
is not indicated by the thermometer. This heat was said years 
ago to have become latent, and hence was called latent 

HEAT. 

It may aid you if you imagine that the heat is engaged in 
tearing the solid particles asunder, that they may appear in the 
liquid form, and that until this is done the heat cannot appear 
as sensible heat and affect the thermometer. Do not form the 
idea that the heat is hidden away doing nothing. 

The amount of heat required to change a unit-^ mass of a 
solid into a liquid without raising its temperature is called the 

LATENT HEAT OF FUSION of that SoHd. 

Table of Melting-Points. 



Mercury 


. -38-8^ 


Sulphur . 


114° 


Ice 





Bismuth . 


264 


Butter . 


• +33 


Lead 


. 335 


White wax 


. (>s 


Iron . 


. 1200 



40. To Determine the Latent Heat of Fusion of Ice. 

Weigh a beaker, add about 50 grams of dry crushed ice, drain 
off the water, and weigh to obtain the amount of ice. 

Pour about 100 grams of boiling water upon the ice, stir until 
all is melted, and note the temperature. Weigh again to obtain 
the amount of water added. 

Beaker weighed 16*5 grams. 

Beaker and ice weighed 66*5 grams, /, ice = 50 grams. 

Beaker + ice + water weighed i66'S grams, .•. water 
= 100 grams. 

The units are i gram and i** Centigrade. 

The hot water was at 100°. The final temperature was 40°. 

100 grams of water in cooling from 100° to 40° give up 
(60 X 100) thermal units = 6000 thermal units. 

50 grams of water in heating from o** to 40** require 
(50 X 40) = 2000 thermal units. 

.'. 4600 thermal units to account for. They have been 
used in melting ice at o® to water at o®. 
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.*. it requires 4000 thermal units to melt 50 grams of ice. 

.'. the number of units of heat required to melt i gram of 
ice at 0° to water at 0° is 80, 

The latent heat of fusion of icb is 80. If the thermal 
unit be defined by using 1 lb. and 1° C. as units, and i lb, 
be used as the unit of mass, the result again will be 80. 

The same defects are to be noted in the calorimeter as in 

538- 

Having determined the latent heat of fusion of ice, the know- 
ledge can be used in other experiments ; for every lb. or gram, 
according to the unit of mass chosen; of ice melted it will be 
known that 80 thermal units are used. 
' Remember that ice increases in volume on beii^ heated. 

41. To Determine Specific Heats by the Method 
OF Fusion. 

Black's Method. — A hole is cut in a block of ice by using a 
brace and bit, and an ice-cover is 
fitted over it ; all are wiped dry with 
a sponge ; a piece of metal heated 
to 100° is quickly placed in the hole, 
and the cover is replaced. After a 
short time the metal is taken out 
and wiped dry with a weighed 
sponge, which also absorbs all the 
waterin the hole. Thus the amount 
of ice melted is determined. _ 

Example. 

A piece of line weighing 15 grams was used ; the water absorbed by 
the sponge was I '8 gram : I '8 gram of ice in melting requires ( i '8 x 80) 
~i44iiiiiUof heat. This has been obtained from 15 grams of anc cooling 
Ijfora 100° to 0°. 

.•. 1 gram cooling 1° gives up — 2I — = -096 unit ; 

,•. the specific heat of zinc is -096. 

Lavoisier and Laplace improved the method by using 
the ice calorimeter. 



The body M is placed in a thin copper vessel A ; A is placed 
in a vessel B from which it is separated by ice ; B is separated 



from the outer vessel by ice, to prevent the heat of the room 
melting the ice in A. The water melted runs off by a stop-cock 
D, is weighed, and the calculation performed as above. 

42. The specific heat of liquids is determined either 
by using the method of mixtures, or by calculating the amount 
of ice melted (the ice calorimeter). 

To Determine the Specific Heat of Turpentine. 

(a) Method of Mixtures. — Weigh a certain amount of 
turpentine at the temperature of the room; pour it into a 
weighed quantity of water at 100' C. Note the resultant tem- 
perature, and calculate as in § 37. 

(d) The Ice Calorimeter. — Weigh about 30 grams of 
turpentine ; heat to 70° or 80° C. ; pour it into the thin vessel 
in the ice calorimeter (Lavoisier's), and calculate from the 
amount of ice melted. 

Some liquids on being mixed evolve heat by chemical 
action ; for example, alcohol and water. The specific heat of 
alcohol cannot therefore be determined by mixing with water. 
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43. The Specific Heat of Gases 

In heating a gas, the gas may be allowed to expand, as it 
does in the air thermometer, its pressure being that of the 
atmosphere ; or it may be heated in a vessel that does not 
allow it to expand, when it wiH be subject to an ever-increasing 
pressure. Therefore the specific heat of a gas can be calcu- 
lated at constant pressure, or at constant volume. 

Suppose in the air thermometer (fig. 19) the gas has required 
a certain amount of heat to raise its temperature 5°, and that the 
index has fallen from the top to the bottom of the tube. Now 
suppose the index be pushed back to the top of the tube. 
By the compression the temperature will rise, and the gas will 
regain its original volume. 

Thus the same amount of heat, applied to a gas, will raise its 
temperature higher if the volume be constant, than if the pres- 
sure be constant. That is, the specific heat of a gas at constant 
pressure is greater than the specific heat at constant volume. 

It is found that the specific heat of a gas at constant 
pressure divided by the specific heat of a gas at constant volume 

s= 1*41. 

Table of Specific Heats. 
Specific heat of water = i. 



Solids. 
Bismuth 
Lead 
Mercury 
Zinc. 
Iron., 
Glass 
Ice . 



•031 
•031 

•033 

•09s 
•114 

•198 

•489 



Liquids. 
Turpentine . '426 
Alcohol . . '062 



Gases at Constant Pressures. 

Air . . . -237 
Oxygen . . '217 
Water Vapour . '481 
Hydrogen . 3*409 

Examples. XX. 

I. Suppose you have a cubic foot of ice at the melting temperature, and 
that you gradually apply heat to it. What changes of temperature or 
volume does it undergo ? 

E 
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2. Describe Black's experiments to determine the latent heat of water. 

3. 25 grams of copper at 100^ C. are just sufficient to melt 2*875 gT^-^s 
of ice at o^, so that water and copper are finally at oP, Find the S. H. of 
copper. 

4. The S.H. of iron is 'lis ; how many lbs. of iron at 250° C must 
be introduced into an ice calorimeter in order to produce 2 lbs. of water ? 

5. Explain the difference between the specific heat of air at constant 
pressure and its specific heat at constant volume. Which of them is the 
greater, and why? 

44. Consequence of the High Specific Heat of Water. 

* Comparing equal weights, the specific heat of water being 
I, that of air is '237. Hence a lb. of water, in losing one 
degree of temperature, would warm 4*2 lbs. of air one degree. 
But water is 770 times heavier than air. Hence, comparing 
equal volumes, a cubic foot of water in losing one degree of 
temperature would raise 770 x 4*2 = 3234 cubic feet of air one 
degree. 

'The vast influence which the ocean must exert as a 
moderator of climate here suggests itself. The heat of summer 
is stored up in the ocean, and slowly given out during the 
winter. This is one cause of the absence of extremes in an 
island climate.' * 

Railway foot-warmers are filled with hot water, and the high 
specific heat of water enables it to warm the surrounding air 
for some time. This is the value of water in a heating appa- 
ratus. 

It has been assumed that it requires the same amount of 
heat to raise a unit of mass of a substance through one degree, 
whatever the temperature may be. This is approximately true, 
and may be accepted as Boyle's law and Charles' . law have 
been accepted. 

45. Solidification. 

It requires heat to change a solid body into the liquid state. 
Some substances, as ice, cast iron, bismuth, contract in lique- 
faction ; others, as lead, gold, silver, expand in liquefactioa 

The passage of a liquid to the solid state is termed solidifi- 

' T3n3dall, Heat as a Mode of Motion, 



Latent Heat of Fusion — Specific Heat — Solidification S i 

cation, and we might infer from the latent heat of fusion that 
in the process heat would become sensible, and affect thermo- 
meters. 

Dissolve sodium sulphate in water at 30° C, dissolving as 
much as possible. Pour the liquid into 2 flasks, cover the mouths 
and allow them to cool without disturbing them. Take one flask 
and shake it ; the solution solidifies. Place another in a dish con- 
taining methylated spirits, and in the same vessel place one bulb 
of a differential thermometer. Shake the flask, and as it freezes 
note the change in the thermometer. 

Liquids in solidifying give out sensible heat. They cool 
down to the freezing-point ; from the time freezing begins 
until it is completed the temperature is stationary. The 
amount of heat given up in solidification equals the latent 
heat of fusion ; in the case of water it is 80. This is the 
reason why, when water is cooled down to 0° C. it does not 
at once freeze. Every lb. must lose 80 thermal units before 
solidification takes place ; the water is a storehouse of heat. 

I cubic foot of water weighs — y^ lbs. 

16 

. r ' • 1000 ,, 80 

I „ „ „ m freezmg gives up —^ x — = 5000 

units of heat, i.e. sufficient heat to raise 50 lbs. of water from 
freezing-point to boiling-point, or sufl5cient to raise i cubic foot 
of water to 80® C. This heat acts on the surrounding air and 
objects, and retards freezing. When the thaw comes it is not 
sufficient for the temperature to rise above freezing-point ; 
sufficient heat must be given to the ice and snow (80 units for 
every lb.) Thus the thaw is gradual. 

The density of water is greater than that of ice. 1 1 cub. 
ins. of water at 0° C. form 12 cub. ins. of ice at 0° C. The 
force exerted by water in freezing is very great ; rocks are split 
in winter, and water-pipes burst at the time of frost, not of thaw. 

46. Regelation. 

Water in freezing expands. Suppose a cubic foot of water 
enclosed in a strong iron case ; the water in freezing would exert 

E 2 
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great force, and the iron must expand before the water can 
freeze at o° C. 

If the pressure were such that the covering remained rigid» 
it was argued that the water could not freeze at o^. Experi- 
ment has verified this. By great pressure the freezing-point 
is lowered ; a pressure of 135 atmospheres (15 x 135 lbs. on 
the square inch) lowers the melting-point 1°. This pressure is 
so enormous that no ordinary pressure affects the temperature 
of freezing (see Freezing-Point). A cubic foot of ice, if power- 
fully compressed, should melt This also has been verified by 
experiment. 

An interesting experiment results from this. A large block 
of ice rests at its ends on two supports ; a piece of copper 
wire is placed round it and a heavy weight is attached to 
the wire. In half an hour the wire cuts its way through the 
ice, but the ice freezes again as the wire passes. The pressure 
due to the weight acts upon the small surface covered by 
the wire, and gives a great pressure per square inch. This 
pressure is sufficient to melt the ice. The water escapes 
round the wire, and the pressure being removed it agaia 
freezes. 

Recent experiments show that if the block be in an ice- 
house, where the temperature is below o'' C, the wire is unable 
to cut its way through ; the surrounding air must be above 0° C. 

A number of pieces of ice floating in a pond or river often 
freeze together. They strike against each other, and the force 
is sufficient to melt the ice at the part where they meet ; as 
they rebound the pressure is lowered and the remaining water 
freezes. 

Pieces of ice can be pressed together and frozen into one 
piece in warm water. 

Float a number of pieces of ice in a basin ; observe how some 
pieces freeze together. 

The term regelation is given to the above phenomenon. 

Lead in freezing (passing into the solid state) contracts. 
By the above, if melted lead be compressed, its freezing-point 
ought to rise. 
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47. Freezing Mixtures are mixtures of bodies one of 
which at least passes from the solid to the liquid state. This 
requires heat. This heat is taken from the mixture and the 
temperature falls. 

Take pounded ice or snow, place it in a vessel, stir into it 
half its weight of rough salt. Place water in a test tube and dip 
this into the mixture ; the water freezes. 

This is the principle of refrigerating or ice machines. The 
vessel containing the freezing mixture is protected on the out- 
side by some non-conducting body, such as felt. 

Other freezing mixtures : — 

Sulphate of sodium 3 parts 1 Temperature is lowered from 10® 
Dilute nitric acid 2 parts j to — 18° C. 
Phosphate of sodium 6 parts "1 Temperature is lowered from 
Dilute nitric acid 5 parts J 10® to —29° C. 
Crystallised calcium chloride 10 parts 1 r o 4.^ _ -qO p 

Snow 7 parts j 

Latent Heats of Fusion. 

Water . . . 80*2 Sulphur . . -9*4 
Silver , . . 21*1 Lead . . .5*4 
Bismuth . . 12*6 Mercurv . . 2*8 



2I'I 


Lead 


I2'6 


Mercury 


Examples. 


XXI. 



1. On freezing water in a glass tube the tube sometimes breaks. Why 
is this ? An iceberg floats with i)OCX>,ooo tons of ice above the water line; 
about how many tons are below the water line ? 

2. Explain why water pipes burst in cold weather. 

3. Ice melts at 32" F. and wax at 140° F. A mass of ice at 31° and a 
mass of wax at 139® are separately compressed by suitable means. Could 
-either of them by a sufficient increase of the pressure be melted ? Give 
reasons for your answer. 

4. The images on gold and silver coins are stamped ; good castings 
cannot be taken. Why ? Could you obtain a sharp casting of ice or of 
bismuth ? 

5. I lb. of water and i lb. of salt, both at ordinary temperatures, are 
mixed. Will the temperature of the mixture change ? Why ? 

6. What becomes of the heat that is used in melting ice ? Is it lost ? 



CHAPTER VL 
CHANGE OF STATE FROM LIQUID TO GAS- 
vapourisation— vapour pressure— condensation. 

48. Vapour Pressure. 
When any liquid is heated its temperature rises and part 
of the liquid passes into the gaseous condition. If the heat be 
continued the liquid boils, and ultimately the whole evaporates. 
Boiling is not essential to evaporation ; the water placed in a 
saucer evaporates at ordinary tempertures ; the same thing 
takes place with the water of the sea. 

When a liquid passes into a gaseous condition quietly, 
without boiling, the process is called evaporation. 
* • •! The change when accompanied with boiling is 
called ebullition. 

Evaporation in a Vacuum.— Fill three baro- 
meter tubes 33"longwithmercury,ao»i invert them 
over mercury, supporting each by a clamp. The 
mercury stands at the same height in each. With a 
pipette force a few drops of water up one, B, and a 
few drops of ether up a third, C. The mercury sinks 
slightly in the tube containing the water, and to a 
greater degree in the ether tube. No liquid is 
seen in either tube 1 it has all evaporated. The 
water vapour and the ether vapour must exert a 
definite pressure of so many inches of mercury. 
Continue to force water and ether up the tubes ; 
the mercury continues to sink ; ultimately it re- 
mains stationary, and the result of forcing up more 
liquid is that a layer of the liquid forms on the top 
of the mercury. 

Warm with the hand the tubes containing the ether and 



mm 
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water ; the mercury is further depressed. Cool them with cold 
water ; the mercury rises, showing that the pressure is not so 
great. 

Vapours have, then, a maximum pressure for any given 
temperature ; and this maximum pressure is exerted when the 
vapour is in contact with its own liquid. 

Example. 

The mercury in tube A was 772 (fig. 26) millimetres high. In tube B, 
al^er adding water until a layer formed, the mercury was 760 millimetres 
above the level of the vessel. 

In tube C, after adding ether until a layer formed, the mercury was 
422 millimetres high. 

The thermometer was at 14° C. 

/. the maximum pressure of water vapour at 14° is 772 — 760 millimetres 
= 12 millimetres of mercury. 

/. the maximum pressure of ether vapour at 14° C. is (772-422) milli- 
metres = 350 millimetres of mercury. 

The maximum pressure of a vapour depends upon the tem- 
perature and upon the kind of liquid used. 

The maximum pressure of water vapour has been carefully 
determined at different temperatures. 



Temperature C. 


Pressure in Milli- 
metres 


Temperature C. 


Pressure 
in Millimetres 


-.32° 
— 20 
-10 


4 
10 

12 


0*320 
0*927 
2*093 
4*600 
6-097 
9*165 
10*457 


i5<' 
18 
20 
50 
70 
90 
100 


12*699 

15*357 

17*391 
91 -981 

233093 

525*450 
760*000 



49. Saturated and Unsaturated Vapour. 

Remove the tube containing the ether into a deep mercury 
trough, depress it and raise it slowly ; measure the height of the 
mercury in each case ; as long as any liquid ether remains, and 
there is a space for the vapour, the height of the mercury remains 
constant Depressing the tube simply causes more vapour to 
liquefy, and raising it causes more liquid to evaporate. 
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When the vapour is exerting its maximum pressure the 
space is said to be saturated ; this is the case when the liquid 
and its vapour are in contact. A saturated vapour does not 
obey Boyle's law. 

Repeat this last experiment, using a tube into which only 
one drop of ether has been introduced, so that all of it evapo- 
rates ; no liquid is seen : the space is unsaturated. 

Raise and depress as before ; the height changes, and by 
measuring it will be found that an unsaturated vapour obeys 
Boyle's law, viz. 

volume X pressure = constant, if temperatures be constant; 
and also Charles' law. 

A saturated vapour obviously does not obey these laws ; 
' increased pressure liquefies part of the vapour. 

50. Mixture of Gas and Vapour — BoiLmc-PoiNT. 

Experiments have shown 
that the maximum pressure 
of a vapour is the same when 
mixed with any gas (say, air) 
as it is in a vacuum. The 
vapour of the liquid acts as 
if the gas were not present, 
save that evaporation takes 
place more slowly. 

The temperature at which 
a liquid boils is called its 
ooiling- point. The boiling- 
point of a liquid depends 
upon the pressure, not upon 
I the temperature. 

' Take a round - bottomed 

flask, fill it one quarter full 

with water, and boil it briskly 

' ''■ for five minutes ; when it is 

boiling insert a good india-rubber cork, and at the same moment 

remove the lamp, invert the fiask and let it cooL When the 
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boiling has ceased, pour cold water over it (fig. 27) ; the water begins 
to boil. The temperature is below the ordinary boiling-point. As 
it boils, pour hot water over the vessel, the boiling ceases ; when 
it cools down again, repeat the experiment. 

In cooling the water vapour condenses in the flask, the heat 
escapes through the glass. By pouring cold water upon the flask 
more vapour is suddenly condensed ; the pressure is lowered 
below the pressure necessary to cause boiling. 

The experiment can be performed in another form by 
causing water, ether, etc., to boil under the receiver of an air 
pump by exhausting, and thus reducing, the pressure. 

Boil water in a flask A, and let it cool down to about 60° C. 
Boil briskly the water in C ; close the clamp B upon thick-walled 
india-rubber tubing. Remove the burner, and at the same moment 




Fig. 28. 



insert the glass stopper D. When C cools and the vapour in it 
condenses, connect the flask A. Open the clamp. The lowering 
of the pressure causes the water in A to begin to boil (fig. 28). 

Water or any liquid boils when the maximum pressure of its 
vapour equals the pressure of the atmosphere. 



BOIUNG-POINTS UNDER THE PRESSURE OF AN ATMOSPHERE. 



Sulphurous acid . -10° 


Turpentine . 




. 160" 


Ether ... 37 


Mercury 




■ 358 


Alcohol . . 78 


Sulphur 




■ 447 


Water ... too 


Zinc . 




. 1040 


Arrange apparatus as in fig. 


29. 






The bent tube A is filled with mercury up to 


i' 


of the open 


\d ; the remainder b filled up with water. By stopping the open 



end and inverting, the water is run round to the long limb. The 

long limb is surrounded by a wider tube B, through which steam 
passes from the vessel C. 



The pressure of the aqueous vapour increases until at length 
the mercury is level in both limbs, showing that its pressure is 
equal to the pressure of the atmosphere. This occurs when 
the water in the long limb boils. Force mercury out of the 
open limb by inserting a thick wire ; the mercury still stands 
level in both limbs. 

Increased pressure raises the boiling-point 
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To the open tube in fig. 8 attach a bent tube ; let the long 
end dip under 9" of water. Boil the water. The steam is now 
under increased pressure and the temperature rises ; observe the 
temperature. Use is made 
of this principle in Papin's 
digester. 

The cover of the metallic 
vessel M is fastened down by a 
screw. The lever b presses upon 
a rod u, whose base is a valve 
pressing upKin a hole in the 
coven As the pressure increases, 
irraises u and the steam escapes. 
The pressure is regulated at 
five to six atmospheres by the 
weight p. The water can thus 
be heated to 200° C, and can be 
usedfor extracting gelatine from 
bones, or in a modified form it 
can be used on high mountains 
for cooking purposes. 

As we ascend the pressure 
of the atmosphere decreases ; 
therefore the boiling-point is 

lowered. On high mountains water in an open vessel boils at 
a temperature insulEcient to cook eggs. 

By noting the temperature of steam from boiling water the 
height above the sea level can be calculated ; a difference of i ° C. 
indicates roughly.a difference of 1080 feet. 

51. Ebullition. 

As water is heated vapour rises from the surface ; small 
bubbles of air dissolved in the water are expelled. The water 
at the bottom is further heated ; a circulation ensues : the heated 
water rises up the centre, the colder flowing down the sides. 
The water at the bottom is heated to the boiling-point. Bubbles 
of steam form and rise ; these condense with a sharp sound 
before reaching the top. If these sounds be frequent simmering 
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ensues. When the temperature of the liquid above is too high 
to condense the bubbles, they escape at the top ; the whole of 
the liquid rises to its boiling-point, and ebullition takes place. 
As has been seen in many cases, the temperature rises up to 
boiling-point and the thermometer then remains stationary. 

Laws of Ebullition. 

(i) Every liquid has a definite boiling-point for a definite 
pressure ; by decreasing or increasing the pressure the boiling- 
point is lowered or raised. 

(2) A liquid boils when the maximum pressure of its 
vapour is equal to the pressure of the atmosphere. 

(3) The temperature rises up to the boiling-point ; it then 
becomes stationary until the whole of the liquid has evapo- 
rated. 

Examples. XXII. 

1. A flask containing water is heated. When the water boils the flask is 
•carefully closed with a cork and removed from the flame. Explain why, 
when the flask is dipped into cold water, the water inside again begins 
to boil. 

2. Explain why, in order to cook food by boiling at the top of a high 
mountain, you must employ a difierent method from that used at the sea 
level. 

3. What is meant by the * boiling-point * of a liquid ? How is it aifected 
by change of pressure ? 

4. Explain what happens when water is placed in the receiver of an air 
pump where the pressure is not more than 3 millimetres of mercury. 

52, Latent Heat of Evaporation. 

As in fusion the heat given to the liquid as it boils is said 
to become latent ; it ceases to affect the thermometer. The 
heat, we may assume, is engaged in tearing the particles of the 
liquid apart, so that they can appear as vapour. 

The number of units of heat required to change one unit of 
mass of a liquid at its boiling-point into vapour at the same tern- 
peraturey is called the latent heat of evaporation of the 
liquid. 
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To Find the Latent Heat of Steam. 

A, a i6-ounce flask. B, a wide tube to prevent condensed 
water passing into A. C, an 8-ounce flask three parts full of 
water. Weigh A empty and three parts full of water ; difference 
= weight of water. Place it on a pad of felt and surround it with 
felt Protect A from the heat of the burner by a sheet of tin. 




Fig. 31. 

Boil the water in C. When the steam is issuing from the end of 
D, note the temperature of A, and then dip D into A. The steam 
condensing heats the water in A. Test with the thermometer ; in 
about four or Ave minutes remove D and note the flnal tempera- 
ture ; weigh A and find the weight of steam condensed (flg. 31). 

Example. 

Flask A a 70 '8 grams. 
Flask A + water = 370*8 grams. Temperature = 1 3° C. 
Flask + water + condensed steam » 391 'i grams. Final temp. = 52° C. 

To heat 300 grams (52—13)°, i.e. 39 degrees, requires 300 x 39= 11 700 
units of heat. 

This is obtained from 20*3 grams of steam condensing and cooling from 
100® to 52®. 

20 '3 grams cooling 48° give up (48 x 20*3) units of heat » 974*4 units 

of heat. 

1 1 700 - 974*4 = 10725 -6. 
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10725*6 units must be given up by 20*3 grams of steam, condensing 
iirom steam at 100^ to water at 100^ ; 

/. I gram of steam gives up L°7?5_ __ 528*3 units of heat. 

The latent heat of evaporation = 528*3. 
In accurate experiments it is 536. 

The latent heat of evaporation of alcohol is 208, of ether 9a 




53. Freezing by Evaporation. 

The amount of heat required in evaporation is great. If 
evaporation take place this heat must come from somewhere ; 
it may come from a flame, or it may come from neighbouring 
bodies, and thus lower their temperature, even to freezing- 
point 

(i) Sprinkle ether on the mercury thermometer and on the air 
thermometer, also on the hand. Explain why the thermometers 

indicate lower temperatures and the hand 
feels cold. Use water in the same way. 

(2) Hammer a thin piece of copper into 
a shallow capsule (C). Float it on a little 
water poured on a block of wood (B), and 
pour carbon disulphide into the capsule ; 
with a bellows (N) blow across the carbon 
disulphide ; it evaporates^ abstracts the heat 
from the water ; the water freezes to the 
wood. Perform this in a cupboard or in the 
open air. 

(3) If the pressure can be reduced with sufficient rapidity 
evaporation will take place. The air pump may be used for the 
purpose. It is necessary to remove the vapour as soon as formed, 
in order to induce fresh evaporation. For this purpose strong 
sulphuric acid is placed in the receiver to absorb the vapour. 

(4) Wollaston's cryophorus is a bent glass tube with a bulb 
at each end containing water and water vapour; the water 
having been boiled, and the tube sealed while boiling to expel 
all air. 

Place all the water in one bulb, A. Insert the other bulb 
in ice and salt : the water vapour condenses ; evaporation takes 




Fig. 32. 
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place rapidly Irom the water in A; heat is taken from it, its 
temperature falls, and it ultimately freezes. 

It will be a useful exercise to notice 
the effect of heat upon 1 lb. of ice at 
o-Y. 

The S.H. of ice is about -5. The latent 
heat of ice is 144 wheo the thennal unit is 
defined on the F. scale. The specific heat of 
water is I a tjg'i" F., being slightly less below 
and more above that teniperatuie ; iSz units 
of heat, not 180, are needed to raise ihe tempe- 
rature of water from 32= F. lo 2I2» F. The 
latent heat of steam is 965. The specific heat 
of steam is -485 ; that is, one unit of heat raises 
the tempetalure of i lb. of steam z'oS" F. "^ ^' 

The volume of steam at 212° will be about 1700 times the volume of 
water, and its volume wiil fiiTlher increase according to Charles' law. 

.'. the units of heal needed lo change I lb. of ice at 0° F, to steam at 
212° F. =("5 x2Z) +144+ 182 + 965 = 1307 thermal units. 

If Ihe volume of water at 39'l be called I, the volume of ice Bi 32° is 
I -ogoS, the volume of water at 32° is i "000127, ^^^ '■^^ volume of water 
at 212= is I -04315. 1 

0° F. = — 177° C. The number of units of heat required to chai^ice 
at —17-7° C into water at 100° will be (the student can write out the 
account hiUy) 

{177 x ■s)+8o+ion-S37=726'8nmls=nearIy 1(1307). 



54. Condensation — Distillation. 

When a vapour passes into the liquid form the process is 
called condensation. As was seen in § 52, the vapour in con- 
densing gives up heat that affects thermometers. The heat 
given up in condensation equals the latent heat of evaporation. 

Distillation is an illustration of evaporation and condensa- 
tion ; the liquid in the vessel is heated, it passes into vapour, 
the vapour is condensed by cold. 

LiEBIG's Condenser.— The water is healed in the retort A; the 
viqMHir passes into the tubei"; gh surrounded by another lubey, through 

' Adapted from Maxwell's Stai, 
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which passes a stream of cold water fed from the tap ; the watec enters the- 
lower end of the tube ^ by a tube B and escapes b; the tube /. The 
vapour 13 condensed in g and pare water collects in the receiver C In 
condensation heal is liberated ; this heat raises the temperature of the cold 
water iny (fig. 34). 



Water containing impurities can be purified by this means ; 
the water evaporates freed from its impurities. Fit up such an 
apparatus ; place in the retort a mixture of salt and water, distil 
it, and notice that the distilled water is &ee from salt 

A vapour (for example, aqueous vapour) is condensed (a) by lowering 
the temperature, (b) by increa^ng the pressure. By using one or both of 
these methods the so-called gases have been liquefied. The gases carbon 
dioxide and sulphur dioxide are found at ordinary temperatures (o show a 
marked deviation from Boyle's law. These gases are easily liquefied ; they 
behave like vapours that are nearly saturated (S 49). A gas is the vapour of 
a substance, its lemperatuie being much higher than the boiling-point of its 
liquid. The 'permanent' gases, oxygen, hydrogen, etc., are vapours of 
liquids whose boiling-points are greatly below the ordinary temperatures; 
they have all been liquefied by pressure when the temperature has been 
lowered sufficiently. 

Examples. XXIII. 

I. Describe a method of determining the latent heat of steam. 

z. A beaker containing water is heated by a Bunsen flame. A Centi- 
grade thermometer, placed in the water, rises to 100°, but no higher, and 
the water begins to boU. What is the reason that the thermometer does 
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not rise higher than \qcP ? and what becomes of the heat which is thus 
apparently lost ? 

3^ I once went into a room, the doors and windows of which had been 
kept shut for some time, and the temperature of which was 80° F. I took 
some water (also at 80°) and sprinkled it over the floor, and the tempera- 
ture at once fell several degrees. How do you explain this ? 

4. What is meant by the * latent heat of vapourisation * ? If the latent 
heat of vapourisation be 966 when one degree Fahrenheit is the unit of tem- 
perature, what will it be when one degree Centigrade is the unit ? Would 
your result be different if the unit of mass had been changed ? 

5. If you dip your hand into lukewarm water and then expose it to the 
air, the hand feels cold. If you make the same experiment with ether the 
hand feels much colder on exposure. Explain these facts. 

6. Describe the cryophorus. Is water essential? Could alcohol te 
used? 

7. How would you obtain pure water from sea water ? What becomes 
of the heat in distillation that is given up during condensation ? 

8. Describe the changes which take place when heat is applied to one 
pound of ice at 0° C, until it is converted into vapour. Account for the 
difference in the quantity of heat required according as the ice is in an open 
or a closed vessel. 

9. Describe 'distillation.* How could a liquid be distilled at a tem- 
perature (a) below its ordinary boiling-point and {b) above its ordinary 
boiling.point ? 

10. Explain the diflference between a gas and a vapour. 
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CHAPTER VII. 

HYGROMETRY. 

55. Aqueous Vapour is always Present in the Air 

(i) Place pieces of calcium chloride or caustic potash in 
saucers in a room ; the salts melt in the water they abstract from 
the air. 

(2) Dry the outside of a flask thoroughly ; pour into it cold 
spring water : vapour is condensed and deposited on the outside 
of the cold flask. 

(3) Breathe against a cold surface. Condensation takes place. 

The aqueous vapour present in the air is condensed when 
the temperature is sufficiently lowered. This temperature is 
evidently the temperature at which the air is saturated with 
aqueous vapour. 

The temperature at which the air is saturated with aqueous 
vapour — that is, the temperature at which vapour is condensed — 
is called the * dew point.' 

Aqueous vapour is water in the gaseous condition ; in steam 
the gas has condensed into minute particles of liquid water. 

Our common expressions *dry air,' * moist air/ simply 
express the effect of the air on ourselves and surrounding 
objects. They give no information as to the exact amount of 
moisture in the air. 

In the * dry air ' of tropical countries there is much more 
actual moisture in a cubic foot of air than in England. 

The air is *dry' when its temperature is many degrees 
above the point at which condensation will take place. There 
is generally more actual moisture in the air in summer than in 
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winter. In summer the temperature is far above the dew point 
In winter the temperature may be only slightly above the dew 
point ; this causes the feeling of dampness. 

56. Hygroscopes. 

For roughly showing the dampness or dryness of the air 
hygroscopes are popularly used. 

(1) Cut a piece of gold-beater's skin into the figure of a 
mermaid, and place it on the hand. The dampness of the 
hand causes it to assume fantastic shapes. 

(3) Twisted catgut absorbs moisture, twists up and shortens 
when the air is damp, and untwists when the air is dry. 



i 



In the illustration the twisting of the catgut attached to a 
raises the monk's cowl, and he appears hooded when rain is 
imminent. The hood falls in dry weather. 

(3) A long human hair, cleaned by boiling in a dilute 
solution of carbonate of soda and then dried, if stretched by a 
slight weight contracts when the air is damp. By twisting it 
round a small pulley an index can be moved. 
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57. Hygrometers. 

Hygrometry deals with the amount of aqueous vapour 
present in the air. The instruments used in the science are 
called Hygrometers. 

The ratio of the weight of aqueous vapour actually present 
in the air to the greatest weight the air could contain at that 
temperature is called the degree of saturation, or the humidity 
of the air, or the hygrometric state of the iair. 

To Find the Weight of Aqueous Vapour in Air.— (i> 
Weigh calcium chloride in a small basin ; cover the basin with a 
bell-jar ; suppose the bell-jar contains one cubic foot of air, weigh 
the basin after some time. The increase in weight will be the 
amount of aqueous vapour in i cubic foot of air. 

(2) Place calcium chloride, or pumice-stone dipped in strong 
sulphuric acid, in tubes (both substances absorb aqueous vapour). 
Weigh the tubes; then pass, say, 20 gallons of air through them. 
The increase in weight equals the amount of aqueous vapour 

in 20 gallons. This forms a 

//. CHEMICAL hygrometer. 

To determine accurately the 
hygrometric state of the air it is 
often necessary to know the dew 
point. Condensation hygrometers 
may be used for this purpose. 

If in the experiment in § 55 
the bulb of the cryophorus be 
observed, a film of dew is formed 
upon it at a certain tempera- 
ture. If we could determine 
this temperature the cryophorus 
could be used as a condensation 
hygrometer. 



y Daniels' Hygrometer. 

Ether is placed in the cryo- 
J'^G. 36. phorus, instead of water ; a deli- 
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cate thermometer is fixed in one bulb A (fig. 36); the ether is 
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lieated and the apparatus sealed. B is covered with cambric; 
ether is poured on it; it evaporates and cools the bulb B. The ■ 
€ther in A evaporates, is condensed in B, and the temperature 
in A falls. When dew appears on a part of A that is bright, the 
temperature is taken ; this is too low. On ceasing to pour 
■ether on B the temperature at A rises, and the film of dew 
disappears ; this temperature is too high. The mean is the 
•dew point The thermometer on the stem gives the ordinary 
temperature of the air. 

Regnault's Hygrometer. 

Clamp a test tube (A) ; fit into it a cork with 3 holes ; in the 
■centre hole insert a thermometer, in another fit 3 tube dipping to 
the bottom of the test tube ; connect this 
by india-rubber tubing to a pair of bellows 
(fig. 37) i in the third hole fix a tube open 
to the air. Place about 2 inches of ether in 
the test tube ; place the cork so that the 
thermometer and the first tube dip below 
the ether ; dry the outside carefully. 

Blow gently with the bellows, and 
place the eye so that light is reflected 
from the tube near the ether ; in a short 
time the outside of the tube is be- 
dimraed. Note the thermometer and 
cease blowing ; watch the dimness dis- 
appear and again note thermometer. 
The mean = dew point. 

In more expensive apparatus the 
bottom of the tube consists of thin *'"^- 5'- 

polished silver. A thermometer placed in another empty test 
tube (B) gives the temperature of the air ; by observing and 
comparing the surfaces of both test tubes the formation of dew 
is more easily seen on the tube containing the ether. 

58. The Wet and Dry Bulb Hygrometer. 
When the atmosphere is dry evaporation takes place more 
rapidly than when it is nearly saturated. The rate of evapora- 
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tion and its effect on a thennometer is used in determining the 

dew point. 

Two thermometers are fixed side by side. Round the bulb 

of one a little lamp-wick is fastened, the end of which dips inta 
water. The water rises in the wick and 
evaporates on the bulb ; the temperature is 
lowered. The further removed the air is 
from saturation the lower the temperature 
of the wet bulb will be below that of the 
dry bulb. It is found that the dew point, 
at ordinary temperatures, can be found 
from the following formula: 

d = difference in the indication of wet and 

dry bulb in degrees Fahrenheit, 
h = height of barometer in inches, 
/^ maximum pressure of vapour at thc- 
temperature of the wet bulb, 
Fig. 38. -p ^ maximum pressure of aqueous vapour 

at the temperature of the air (from which the dew point can be 
found from the tables). 

This looks complex, but it has the advantage over the 
condensation hygrometer that/ d, and h can be noted accu- 
rately, whereas there is some difficulty in determining by the 
other hygrometers the exact temperature at which dew is de- 
posited. The reason for the formula is not easily understcwd ;. 
its results agree with the best results of other hygrometers, 
and that being the case we must be content to accept it 

59. Worked Examples. 

[One cubic metre of dry air at 0° C. and at a pressure of 
760 millimetres of mercury weighs 1293 grams. By § 33 the 
weight of I cubic metre at C C. and P millimetres pressure will 

be ^'93x^x^73 The density of aqueous vapour is S that of 

76ox{373-l-/) 
dry air under the same conditions of temperature and pressure.- 
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1. Three cubic metres of moist air were drawn through a chemical hygro- 
meter, and 34 '68 grams of water were deposited in it, the temperature 
of the room being 18° C. Find the hygrometric state of the air. 

From the table on p. 55, the maximum pressure of aqueous vapour at 
18® C. is 15-35 millimetres. 

The weight of 3 metres of saturated aqueous vapour at a pressure of 

15-35 milUmetres and a temperature 18° C. is 5 x "93 x 15-35 x 273 ^ ^ 

o X 7^0 X 291 
grams = 45 -94 grams. 

The hygrometric state is the ratio of the quantity of aqueous vapour 
actually present to the quantity which would be present if the air were 
saturated ; 

.'. the hygrometric state = ^ — = -75. 

45*94 

2. The dew point is at 12° C. and the temperature of the air in a room 
is 17^ C. ; find the hygrometric state of the air, the maximum pressure of 
aqueous vapour at these temperatures being 10-46 and 14-42 millimetres 
respectively. 

The actual amount of vapour present is the amount that would fully 

saturate the air at 12O C. ; that is, i cubic metre weighs^ ^ "^3 x 10 46 x 273 

8 X 760 x 2^5 

grams {a) ; at 17® C. I cubic metre could contain 

5J<J29_3 X J4;42>1273 (^j 

8 X 760 X 290 ^ ^ ' 

/. hygrometric state = £=1^:^621290^ 
*' ^^ b 14-42x285 '^ 

3. In the above example find the weight of -i cubic metre of the air, the 
barometer being at 750. 

It is a mixture of I cubic metre of dry air at temperature 17° C. under 
a pressure of (750— 10-46) millimetres and i cubic metre of aqueous vapour 
at a temperature of 17° C. and a pressure of 10-46 millimetres. 

Weight of I cubic metre of dry air= — 93 ^ 739 54 x 73 grams 
^ 760 X 290 



^1293 X 10-46 X 27 3 X 5 
760 X 290 X 8 



„ ,, n vapour = ^^ -^ ' -^—^ grams. 



The answer is the sum of these quantities.] 
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Examples. XXIV. 

1. Describe any popular hygroscope. 

2. A person wearing spectacles finds that on entering a hothouse his 
spectacles are bedimmed. Explain this. 

3. When is space said to be saturated with vapour, and what is the 
effect (a) of a rise, {p) of a sudden fall in temperature in a space which 
is so saturated ? 

4. What is saturated vapour ? If a cubic foot of atmospheric air be 
compressed into half a cubic foot without any change of temperature, what 
change of pressure occurs ? If a cubic foot of saturated vapour be similarly 
compressed into half a cubic foot, what change of pressure occurs ? Give 
reasons for your answers. 

5. Describe any * dew-point hygrometer,' and explain how, by its 
means, the moisture of the air may be determined. 

6. How would you determine the hygrometric state of the air by means 
of Regnault*s hygrometer ? 

7. Under what circumstances is dew formed ? What is the dew point ? 
How will the determination of the dew point give the pressure of the vapour 
of water in the atmosphere ? 

8. Explain what is meant by the dew point. How does the dew pc^nt 
show the amount of vapour in the atmosphere ? Describe the mode of 
action of a dew-point hygrometer. 

9. The temperature of a room is 20° C. ; the dew point is 10** C. Find 
the hygrometric state of the air. 

10. Find the weight of 10 cubic metres of the air in No. 9. 
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CHAPTER VIIL 

CONVECTION AND CONDUCTION. 



60. Convection. 

In ebullition it has already been observed, how heat is 
carried from one part of the liquid to another, by the particles 
of the liquid being heated and carrying the heat with them as 
they move. Transference of heat by particles is called con- 
vection. 

Pour slightly warm water into a beaker as wide as possible. 
Place pieces of ice in a test tube, and dip the test tube into the 
water. By throwing light pieces of 
bran, etc., into the water, convec- 
tion currents can be seen moving 
in the direction of the arrows. 
Remove the test tube and apply 
a small flame at the lower part ; 
again the currents circulate. Use 
both ice and flame ; the currents 
move at a quicker rate (fig. 39). Fig. 39. 

Water when heated expands ; when cooled to 4° C. it con- 
tracts. The water near the flame expands ; bulk for bulk there- 
fore it is lighter than the surrounding water. This forces it 
upwards and a current is formed. Near the ice the water con- 
tracts and becomes denser than the water below it ; it there- 
fore sinks and a current is formed. 

Imagine the beaker to represent the ocean, the test tube 
the icebergs and ice of the polar seas ; the reason for an upper 
current from the equator to the poles is apparent Water 
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conducts heat badly ; the heat of the sun therefore has less to 
do with the currents than the polar cold 



6 1. Ventilation. 

Hold smouldering paper near a Hame ; the direction of the 
currents of air is seen. 

A flame can only bum in the air if the air be continually re- 
newed. Float a candle on a cork ; place a bell-jar with open top 
over it : the candle is soon extinguished. Relight and place a piece 
of cardboard cut like a T square down the mouth ; the candle bums. 
Hold smouldering paper near, and notice the direction of the 
currents —down one side of the cardboard, up the other. 

Hold a tube over a candle ; observe the increased brightness of 
the fiame ; show with smouldering paper that there is an increased 

s^ draught up the tube. The 
candle represents a fire^ 
the tube the chimney. 
Heat the tube at its upper 
part ; the draught is im- 
proved (fig. 40). 

The heated air ex- 
pands, becomes less 
dense than the surround- 
ing air; the denser air 
sinks and forces the 
heated air upwards. The 
warmer the air in the 
tube, the greater force the colder air exerts ; hence the im- 
proved effect in heating the tube. 

The draught in chimney is due to the difference between 
the weight of the air outside and inside the chimney ; the higher 
the chimney the greater this difference will be. Narrow 
chimneys are better than wide ones, as descending currents 
are prevented. 




Fig. 4a 



62. Heating with Hot Water. 

A, an inverted bell-jar ; B, an 8-ounce flask ; tubes as in 
figure. Fill all with cold water ; see that all bubbles of air are out 
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of B ; place a few fine particles of cochineal or pulp (obtained 
by grinding paper in a mortar) in the water. Colour the water 
in A, applying heat (fig. 41). 

The hot water rises up 
the twisted tube; cold water 
descends by the straight 
tube. The circulation can 
be easily observed. 

B represents the boiler 
of a heating apparatus ; A, 
the supply cistern. A pipe 
runs from A to the bottom 
of the boiler ; the pipe 
that supplies warm water 
rises from the top of the 
boiler. The pipe carrying 
the hot water must be so 
placed that there is a con- 
tinual ascent of the water ; 
it must not bend down- 
wards. The hot water in 
the pipes cools slowly, and 
in cooling gives up its heat 
and warms rooms, etc. 




Fig. 4x. 



63. Conduction. 

Place the end of a bar of metal (a poker) in the fire ; heat 
travels along the bar, and soon parts cannot be touched with 
safety. 

The transmission of heat in this manner, by flowing from 
particle to particle, is called conduction. 

Place a copper and an iron rod, same diameter, end to end ; 
heat the junction with a flame. After some time note the point 
farthest from the junction where an ordinary match can be ignited 
without friction. With particles of solid paraflin find the point 
where parafifin just melts. 

Copper Iron 

Match ignites at distance of 12 inches 6 inches 
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Copper conducts heat better than iron. 

Place a silver spoon, an electro-plated spoon, and a leaden spoon 
in hot water ; test after a few minutes the ends with the finger, also 

with thermometer, and arrange 
them in order as to their con- 
ducting power — their conduc- 
vmeSP 1^-^ X "W^ tivity. 

Fasten a cylinder of wood 
into a brass tube of the same 
outside diameter. Wrap a 
piece of white paper tightly 
round the junction and apply 
aflame. 

The brass conducts the 
^^^' ^- heat away so rapidly that the 

paper is left unscorched. Wood is a bad conductor and the 
heat therefore scorches the paper. 

Place a fine piece of muslin on a sheet of lead ; drop a live 
<:oal upon it 

Lead conducts the heat away, and the muslin is not burnt ; 
on wood the muslin at once is scorched 

Fill an egg-shell with water ; place it in the fire : the heat is 
rapidly conducted away by the water. 

Make a cone by twisting foolscap paper, as is done by shop- 
keepers. Fill this with water, and boil the water by placing it on 
the fire. 

The egg and paper are not burnt 

Place a few scraps of lead in a pill-box ; heat gently at first 
The lead melts in the box. Place a strip of the lid in the molten 
lead ; it is charred. 



64. To Compare the Conducting Powers of Solids. 

Clamp the air thermometer. Place the cylinder of lead on 
the top. Heat the cylinder of copper in boiling water. Hold 
it a minute in the steam to drain ; place it on the lead and wait 
iwo minutes. Notice the greatest depression in the scale. Re- 
move the lead and use similar cylinders of bismuth, brass, cork. 
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wood, and another cylinder of copper, always using the copper 
cylinder as above. 

By this means arrange the substances in the order 
of conductivity : (i) copper; (2) brass; (3) bismuth j 
{4) wood ; (5) cork. Each cylinder is subjected to the 
same heat and each is the same length. 

Take a coffee-tin. Punch a hole in the side ; pour a 
little water into the tin, place on the lid, and boil. Take the 
bismuth and the copper cylinder ; warm gently ; smear one 
side with wax and allow it to harden ; place both on the lid 
with the smeared face upwards ; the wax on the bismuth 
meiis first 

Compare this with the order above, and examine 
the table of speciiic heats. 

The reason is that it takes less heat to raise the ( 
bismuth 1° of temp, than it does copper. Bismuth the 
sooner reaches the temperature at which wax melts. If 
after some time we try which is at the higher temperature with 
the thermometer, the copper will be' the higher; it is the best 
conductor. You now understand why throughout this chapter 
the words after some time have been used. 

65. Conductivity. 

In all experiments relating to conductivity the flow of heat 
must be steady. 

The relative conductivity has been found as follows. It is 
merely an extension of the last experiment. Rods of metal of 
the same diameter are inserted into 
the sides of a trough and are covered 
with wax. The trough is filled with ■ 
oil and heated. Wken Ike flow of 
heat is steady the distance on each 
bar on which the wax is melted is 
measured. The greater the distance 
the greater the conductivity of the 
metal. By observing the wax melted 

at the beginning of the experiment before the flow of heat -s 
steady, the specific heats can be roughly compared 
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The numbers obtained are relative ; they have no absolute 
value. We cannot say what 80 means on this scale ; we do not 
know the unit. The numbers are like the words very kighy 
highy lowy applied to a building. Absolute numbers are like 




66. Absolute Conductivity. 

[In order to define the absolute conductivity of metals, the 

following construction is imagined : — 

A cube of metal, i centi- 
metre side, separates a 
vessel containing ice at o** 
C. from a vessel containing 
water at i** C. (fig. 45). 
^'^' *^' The amount of ice melted 

in one second, when ihtflaw of heat is steady ^ can be calculated. 
Definition, — The thermal conductivity of a substance is 
measured by the number of units of heat which pass through 
a bar, the area of whose cross section is i sq. cm. and whose 
length is i cm., in i sec, when the temperatures of the ends 
differ by i^ C. 

Units 



I cm. 



I sec 



I gram 

Write out the definition when the units are i kilogram, 

I mm., I sec. 

Write out the definition when the units are i lb., i inch, i sec 
The amount of heat conducted will vary directly as the 

area, as the difference in the temperatures of the ends, as the 

time, and inversely as the length. 

Example. 



feet, 170 feet. 


20 feet. 


^ 




Relative Conductivity of Metals, 




Silver 


. 100 


Iron . 


. 12 


Copper . 


. 74 


Lead. 


. 8 


Brass 


. 24 


Platinum . 


. 8 


Tin. 


. 15 


Bismuth . 


. 2 



One side of a brass plate i centimetre thick and I square decimetre in 
area is kept in contact with boiling water, and the other side with melting 
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ice, and it is found that in 8 minutes 64*92 kilograms of ice are melted. 
Find the conductivity of brass in cm. gm. sec. units. * 

Area»icx> cm. Length = 1 cm. Time = 480 sees. Mass of ice 
melted » 64920 grams. /. Number of thermal units = 64920 x 8a 
Difference in temperatures in degrees C. = 100. 



Area in Length Difference in temp. Time in 

sq. cm. in cm. effaces (C.) sees. 

100 I 100 480 



Units of heat 

64920 X 80 

64920 X 80 

100 X 100 X 480 



/, thermal conductivity of brass = — Ar9 o^ — —.= 1*082 

100 X 100 X 480 

when the units are c^g — s, 
' Examples in Heat, by R. E. Day, Longmans.] 

67. Conductivity of Liquids. 

Pass the ait thermometer through a bell jar, as in fig. 46. 
Fill the jar nearly to the top with water. Float a small dish on the 
top containing alcohol ; ignite the alcohol. 






Fig. 46. Fig. 47. 

The index does not move, showing that water is a bad 
•conductor. 

Repeat the experiment, filling the jar with mercury ; the 
index moves at once. Mercury is a good conductor and is an 
• exception among liquids. 
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Wrap copper wire round ice until it will sink in water ; place 
it in a test tube and cover it with water ; heat the upper part with 
a small flame (fig. 47). 

The water can be boiled at the upper part without melting 
the ice. In the experiment with the air thermometer use a 
beaker containing a freezing mixture instead of alcohol ; the 
index rises. This is not conduction but convection. The water 
cools and becomes denser ; thus it sinks. 

The conductivity of liquids, except mercury, is very small 
compared with that of metals. 

The conductivity of gases is smaller still than that of 
liquids ; in both heat is conducted by convection or radiation. 

68. Illustrations. 

The feeling of warmth or cold in our bodies is due in the 
greater part to conductivity. 

Iron is a good conductor, flannel a bad conductor. If we 
touch both at a temperature below that of the hahd, the iron 
conducts rapidly the heat from the hand. The hand feels 
cold. In the case of the Rannel little heat is conducted away. 
If above the temperature of the hand, iron rapidly gives up its 
heat ; more is conducted to the part we touch ; it feels warm. 
In flannel, again, little is given to the hand, and heat from other 
parts is not conducted to the place we touch (§ i). In a 
Turkish bath the temperature is very high ; while we can touch 
woollen materials, and use carpet slippers or rest on wooden 
boards, a piece of iron would bum us. 

In Arctic expeditions all iron bodies are wrapped in flannel 
to prevent dangerous scalds by intense cold. Wood can be 
safely touched. 

Ice is packed in flannel or felt in summer ; being bad con- 
ductors they do not conduct the warmth to the ice. We dress 
in woollen fabrics in winter because they conduct very slowly 
the heat of our bodies to the external air. Water pipes are 
covered with straw in winter to prevent freezing. Hot lava has 
flowed over beds of ice protected by ashes without melting 
the ice. Travellers imbed themselves in snow to prevent 
freezing, snow being a bad conductor. 
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The brazier holds his tool with a wooden handle. The 
fur in the kettle, being a bad conductor, retards boiling. 

69. Safety Lamp. 

Lower a square of iron or brass gauze with close mesh upon 
aflame. Theflame bumsbelowthe gauie{fig.48). Put outthegas, 
and placing the gauze two inches above the pipe, turn the gas 
on. light the gas above the gauze. It burns, but the gas below 




is not ignited. The gauze conducts away the heat so rapidly that 
the temperature of the part near the flame does not rise high 
enough to ignite the gas. 

The safety lamp is surrounded by a gauze of close mesh. 
It is lighted before entering the mine. Even if surrounded by 
an explosive gas the heat is conducted away rapidly, and the 
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gauze is never heated sufficiently to ignite the gas ; the flame 
goes out when the air becomes impure, and the flame is an indi- 
cation of the danger the miner is subjected to. A strong wind 
or a sound wave caused by an exploding shot may force the 
flame against the mesh, heat it, or even force it through, and 
thus cause explosions. The Davy safety lamp (fig. 49) is, then, 
not absolutely safe, and serious attempts are being made to 
improve it 

Examples. XXV. 

1. In the coldest or hottest weather you can handle wood without pain, 
but not metal. How is this ? 

2. How would you compare the conducting power of zinc and silver ? 

3. How would you show that (a) mercury is a good conductor and 
(^) water is a bad conductor? If mercury and water be both at the 
temperature of the room, the mercury feels colder to the touch than the 
water. Why ? 

4. Explain the construction of the safety lamp. 

5. Two equal bars of copper and bismuth are coated with wax ; one 
end of each is exposed to the same source of heat. When first examined 
the greater amount of wax is melted on the bismuth ; after some time the 
greater amount is melted on the copper bar. Explain these facts. 

6. When very short cylinders of lead and copper are placed with one 
end of each in contact with a hot body, it is found that the other end of the 
lead cylinder gets hot soonest, whereas with longer cylinders of the same 
metals the reverse appears to be the case. Explain the reason of this. 

7. How many gram degrees of heat will be conducted in an hour 
through an iron bar two square centimetres in section and four centimetres 
long, its extremities being kept at the respective temperatures of 100** C. 
and 178® C, the mean conductivity of iron being '12 ? (The units are a 
gram, a centimetre, a second, and a degree Centigrade.) 

8. W^hat is meant by the conductivity of a body for heat ? Show how 
the conductivity of a bar of iron may be accurately determined. An iron 
boiler containing water at 100° C. is 3 centimetres thick, and keeps the 
room in which it is placed at a temperature of 30° C. If the conductivity 
of iron is i '29 unit per hour, find how much heat is given off per hour 
from one square centimetre of the surface. 



B 
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CHAPTER IX. 

RADIANT HE A T— REFLECTION— ABSORPTION— 
RAD I A TION— TRANSMISSION. » 

70. Radiant Heat. 

When heat is transmitted by conduction^ particle after particle 
of the body is heated ; in convection small particles are heated, 
and these move and carry heat with them. 

Conduction and convection do not explain how the heat 
of the sun reaches the earth, nor how the heat of the fire 
warms the room. There is no medium between our atmo- 
sphere and the sun that can conduct heat or transmit it by 
convection. The heating of the room is not accompanied by 
currents of warm air spreading from the fire. 

On mountains, the heat of the sun is frequently oppressive 
in one place, while a few yards away in the shade it is intensely 
cold. If the air conducted the heat of the sun, or was a means 
of convection^ such a marked difference would not be felt In 
the glare of summer sun a sunshade at once gives relief. A 
hand screen held between the face and the fire at once pro- 
tects the face. The heat is transmitted without heating the 
air, and the heat is only felt when it is stopped by the earth, 
our bodies, or some objects Heat transmitted in this way is 
called radiant heat 

It is believed that radiant heat is propagated in waves, and 
for the time being is not sensible heat ; these waves strike an 
object and heat it. Radiant heat can be tested experimentally 
to examine whether, like light, it is reflected and refracted. 

' This chapter should be read after the chapter on Reflectiou of Light 

G2 



Blacken one bulb of the differential tbeimomeCer with lamp' 
black : the bulb becomes more sensitive ; it absorbs heat better than 
before. Draw a semicircle. 
on the table 2j feet radius^ 
and graduate it as in fig. 
5a At the centre place a 
sheet of tin M vertical 
Place one of the tin tubes on. 
the radius 40 ; heat the cop- 
per ball C, and place it at the 
" end of this tube. Move the- 

'"' ^'^ other tin tube, pointing one 

end to the centre, the blackened bulb of the thermometer T being in 
the other end, until the index moves ; find the position carefiilly ; 
the tube will be over 40° to the right of 0°, Experiment in different 
positions. 

Pojition of Ball Podlion of Thermoraeter 



Heat is reflected according to these laws : — (i) The angle 
of inddence equals the angle of reflection. (2) The Incident 
ray, the normal, and the reflected ray are in one plane. 

Compare reflection of light and sound. 

While the ball is at 30° and the thermometer at 30°, move the 
tin plate, and substitute cardboard blackened with lampblack ; the 
thermometer indicates that no heat is being reflected. Replace the 
tin plate j the index at once moves. 

When the ball is very hot, note the movement caused by the 
tin plate ; replace it by a plaie of polished brass : the thermometer 
indicates that more heat is being reflected. 

Polished brass is a good reflector. 
Polished tinplate is a fairly good reflector. 
Lampblack is a bad reflector. 

By such experiments (the weakness of our arrangement is 
that the ball cools rapidly) and by using a source of heat that 
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remained constant, substances have been arranged according 

to their comparative powers of reflecting radiant heat. 

Polished brass . .100 Lead . . .60 

Silver .... 90 Glass . . . 10 

Tin .... 80 Lampblack . . o 



72. Reflection from Concave Mirrors. 

By using concave minors it can be shown in a more 
:striling form that radiant heat is reflected in the same way as 



light The miirors are arranged and their foci determined 
(see ' Light '). At one focus, n, is placed the hotcopper ball ; a 
piece of phosphorus placed at the other, m, is at once ignited, 
or a small flask of water can be warmed 

Protect m by a screen from the direct rays from ». No 
change is made in the heating effect 

If one of these mirrors be directed to the sun, pieces of 
wood or paper are ignited at the focus. The derivation of the 
word a hearth is apparent 
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Substitute a flask containing ice and salt for the copper ball \ 
test the other focus with the thermometer : apparently cold i& 
reflected See § 78. 

The rays of heat pass from the ball to its mirror ; they are 
then reflected to the other mirror ; from it they are reflected to 
the focus. 

Leslie's arrangement was as follows : — 

He used one reflector ; his source of heat was a cube con- 
taining water kept at boiling-point ; the conjugate focus is at F 
(fig. 52). (See ' Light.') He arranged a small plane reflector 



between the mirror and F, so as to focus the heat rays upon the 
thermometer. He then used difierent reflectors, and from the 
eflect upon the thermometer constructed his table. 

73. Absorption and Reflection. 

If in fig, 52 the reflecting surface (the small square) were 
very thin, and were the side of a cube that formed the large- 
part of an air thermometer, we could at the same time compare 
the absorbing power and the reflecting power of a body. In 
the actual experiments Leslie removed the reflecting body and 
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placed the differential thermometer at the focus, covering the 
bulb in turn with lampblack, gold leaf, tinfoil, etc., and con- 
structed a table showing the relative absorbing powers of bodies. 

Take two sheets of tin ; cover one side of one with lamp- 
black ; place them each one foot from the hot copper ball, with two 
thermometers applied to the sides away from the heat. Test which 
absorbs most heat, or make a differential thermometer with a long 
connecting tube, so that a bulb is behind each plate. The back of 
the plate that has the blackened side turned to the ball is heated 
much more than the other. 

Other illustrations of the absorbing power of bodies are 
numerous. 

Water boils more quickly in a kettle covered with soot 
than in one new and polished. The soot absorbs heat better 
than polished metal. 

Place the differential thermometer so that both bulbs are at 
the same distance from the hot copper ball ; the index informs 
us that the blackened bulb absorbs more heat than the clean 
bulb. 

In winter the ice and snow beneath the ashes melt sooner 
than the ice that is uncovered ; the ashes are good absorbers. 

The best absorbers (lampblack, ashes, rough surfaces) 
are the bodies that were found to be bad reflectors, while 
GOOD reflectors (polishcd metals) are bad absorbers. 

74. Radiation. 

Bodies not only reflect heat but radiate heat from their 
surfaces when they have been heated. 

Comparative experiments are easily performed. 

Fill four similar coffee tins with hot water, having previously 
painted one with lampblack, a second with isinglass, pasted tissue 
paper over a third, leaving the fourth bright. Place them on a 
piece of wood, and test them in five minutes. 

Bright tin. Isinglass. Paper. Lampblack. 

The lampblack has radiated most heat, the polished tin 
least By repeating this with different materials a comparative 
table can be constructed. 
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Treat the four sides of the Leslie cube in this way (cover 
one with lampblack, etc), and hold the thermometer at equal 
distances from the surfaces. 

Leslie used the apparatus in fig. 52, coating the cube with 
the substance and keeping the same reflector ; from the effect 
on the thermometer he deduced the table of radiating or 
emissive powers. 

Good radiators are good absorbers and bad reflectors. 

Bad radiators are bad absorbers and good reflectors. 

The absorbing and radiating power of a surface are equal. 

75. Diathermancy. 

Some bodies — such as glass, air — transmit heat. The 
heat of the sun reaches us through the air, and the glass of the 
windows does not prevent it entering our rooms. Bodies diflfer 
in their power of allowing radiant heat to pass through them. 
Bodies that transmit radiant heat are called diathermanous. 
Bodies that do not transmit radiant heat are called ather- 

MANOUS. 

Using either a sunbeam or a parallel beam from a lantern, 
allow it to fall upon a thermometer; interpose a glass cell filled with 
water and observe the temperature of the thermometer ; when it is 
steady test the temperature of the water. 

Repeat the experiment, using carbon disulphide. 

Water transmits fewer heat-rays than carbon disulphide, 
but it absorbs more ; therefore its temperature rises higher than 
the temperature of carbon disulphide. 

In winter repeat the experiment, using a clear sheet of ice ; 
ice refuses to transmit the rays, but it is rapidly melted. 

Although water and ice are more transparent to hght than 
carbon disulphide, they transmit less heat 

With a lens focus the rays after they pass through the carbon 
disulphide upon a piece of platinum, add iodine to the liquid until 
no light passes, and note that heat still passes and affects the 
platinum. 

Heat may be transmitted without being accompanied by 
the phenomenon of light. 
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The amount of heat transmitted depends upon the source 
•of heat ; for instance, glass transmits heat fairly, when the source 
is at a high temperature (the sun, a hot fire), but transmits none 
when the source is at a low temperature (heated furniture, 
walls of greenhouses). Windows of a greenhouse allow many 
rays of heat from the sun to pass ; the rays heat the interior, and 
bodies inside radiate again their heat ; but glass is athermanous 
to heat rays when the source is at too** or below 100® C; thus 
the heat accumulates in the greenhouse. The glass serves as 
a trap to catch the sunbeams. 

Aqueous vapour transmits freely the heat from the sun 
during the day, but it serves as a screen to prevent radiation 
at night, being athermanous to heat from sources at a low tem- 
perature. (See * Dew.') 

* Remove for a single summer night the aqueous vapour 
from the air which overspreads this country, and you will 
assuredly destroy every plant capable of being destroyed by a 
freezing temperature. The warmth of our fields and gardens 
would pour itself unrequited into space, and the sun would 
rise on an island held fast in the iron grip of frost. The 
aqueous vapour constitutes a local dam by which the tempera- 
ture of the earth is deepened ; the dam, however, finally over- 
flows, and we give to space all that we receive from the sun.' ^ 

When radiant heat strikes a body, the heat is broken up 
into (r) reflected heat, {a) absorbed heat, (/) transmitted heat, 
<^) radiated heat Total heat=/-+ a+t-^R. 

In the case of lampblack r=^, /=^, .•.total=tf-h-^. 

In the case of polished silver t=o, R=o nearly, a=o nearly, 

.'. total =r nearly. 

76. Intensity. 

The intensity of radiant heat varies inversely as the square 
of the distance from the source. (See * Light,' * Sound.') 
For an experimental proof of this, see * Ganot's Physics.' 

* Tyndall, Ife<U a Mode of Motion. 
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77. Theory of Exchanges. 

Experiments on radiant heat have led to the general adop- 
tion of the Theory of Exchanges, first stated by Prevost. 
This theory states — 

That bodies radiate heat at all temperatures, and that the 
amount radiated depends upon the body itself and not upon 
surrounding objects ; that a red-hot ball radiates the same 
amount of heat whether placed in the middle of a furnace or 
hung up in an ice-house ; that ice radiates the same whether 
in an ice-house or hung up in front of a furnace. Bodies 
also receive heat from surrounding objects. When a body 
radiates more than it absorbs, its temperature falls ; when 
it absorbs more than it radiates, its temperature rises. If the 
radiation equal the absorption there is thermal equilibrium and 
the temperature is constant. 

Explain the apparent reflection of cold in § 72 

Examples. XXVI. 

1. Why is glass used in a greenhouse ? 

2. Explain Franklin's experiment : he placed several pieces of coloured 
cloth upon snow when the sun was shining ; he found that the darker 
pieces sank farther than the lighter ones. 

3. Polished fire-irons in front of a big fire are cooler than rusted fire- 
irons. Give the reasons. 

4. Is brick or polished steel the best substance for the back of a fire- 
place ? 

5. Neglecting the weight, will a helmet of polished brass or one of 
white cloth be the cooler in the sun's rays ? Why ? 

6. Explain how to determine the emissive powers and the absorbing 
powers of substances for radiant heat, and state the relations which exist 
between them. 

7. How are the radiation, reflection, and absorption of heat related to 
one another? Describe the apparatus which has been used to prove the 
laws of radiation and reflection of heat. 

8. Will water boil as quickly in a bright metal kettle as in a kettle 
that is blackened with use ? Which will retain the heat the longer after 
they are removed from the fire ? 
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CHAPTER X. 

WINDS^OCEAN CURRENTS -RAIN^SNOW^DEW. 

78. Winds. 

In Chapter VI 1 1, we learned that in the case of fluids (liquids 
or gases) with a free surface convection currents could be 
produced (i) by heating the lower surface or (2) by cooling 
the upper surface, the result in (i) being that the fluid be- 
comes less dense by expansion, and that a cubic inch weighs 
less than a cubic inch above it. Gravitation acts and the 
heavier upper fluid forces its way to the lower position. In 
(2) the fluid contracts and the cubic inch becomes denser than 
a cubic inch below it ; by gravitation the heavier portion sinks. 

The motion of air currents has already been illustrated by 
the currents in rooms and near heated bodies. The radiant 
heat from the sun passes through the atmosphere, but little of 
it being absorbed. 

The earth is heated at its surface, land and water receiving 
the same amount of heat for equal areas. This heating is the 
greatest at the tropics. The heated earth heats the stratum 
of air near it, and this is pushed upwards by the denser air 
from the temperate and polar regions. If there were no 
motion of the earth, and the earth were a cylinder, there would 
be a steady wind from the north and the south poles- to the 
tropics. 

The earth rotates on its axis from west to east. The air 
rushing from the north to the equator will not only have a 
direction to the south, but will also have an easterly direction, 
due to the motion of the earth at the place it starts from. If it 
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meet a person as it flows to the south, his speed to the east 
will be greater than that of the wind ; he will therefore cut 
through it, and it will appear to him as a wind from the north- 
east This is the north-east Trade Wind ; in the south hemi- 
sphere it is the south-east Trade. 

The upper current cannot all crush into the small space 
at the poles ; it descends about 30° latitude ; its motion to the 
east is greater than the motion of the earth at 30° N. and it 
rushes past a person in that latitude as a wind from the south- 
west (in the southern hemisphere as a wind from the north-west). 
These form the counter-Trades. 

79. Land and Sea Breezes. 

The specific heat of water is greater than that of land. 
Water is a good reflector, therefore a bad absorber of heat 
and a bad radiator of heat Land is a bad reflector, a good 
absorber, and a good radiator. During the day the land 
absorbs the heat of the sun, and its specific heat being low, the 
land is soon heated. The sea reflects a great part of the heat, 
.and its high specific heat and its motion cause little alteration 
in its temperature ; evaporation also takes place, and this again 
keeps down its temperature. 

The result is, the heated air rises from the land and a breeze 
sets in from the sea. 

At night the earth radiates rapidly, the sea slightly ; soon 
the temperature of the land falls below that of the sea, and a 
land breeze ensues. 

80. Ocean Currents. 

We cannot expect the regularity in the case of ocean 
currents that we have in the case of winds ; the land interferes 
with their action. Water is a bad conductor ; it is therefore 
probable that the chief cause of ocean currents is the sinking of 
the cold water at the polar regions (§ 60) ; this causes a flow of 
warmer water from the equator. Tfce water at the equator has 
a high speed towards the east ; this would give a general current 
from the south-west in the northern hemisphere, if no other effect 
were to be considered. The effect of the north-east Trade Winds 
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is to give a westerly direction to the current. This tropical 
current divides; one branch travels south along the coast of 
Brazil, the other part flows along the coast of Guinea and enters 
the Gulf of Mexico; it escapes by the narrow opening of the Gulf 
of Florida, and, urged by the pressure behind, its flow of warm 
tropical water is forced across the Atlantic Ocean to the shores 
of Europe. It is doubtful, however, whether the climatic effects 
attributed to the Gulf Stream are entirely due to it. 

81. Rain — Snow — Hail. 

The effect of solar heat on the water of the globe is to 
cause evaporation ; the air becomes charged with aqueous 
vapour, and the mixture of aqueous vapour and air being lighter 
than air alone (§ 59), the upward tendency of the heated air is 
aided. As it rises the pressure is reduced ; expansion ensues ; 
the heated air, in expanding, does work. This cools the vapour, 
and it condenses as fine particles of water and forms clouds 
(§ 29). In condensation heat is liberated ; this retards further 
condensation. If the precipitation of cloud go on rapidly, the 
particles become larger and descend as rain. 

. The above explains the heavy rainfall in the tropical regions. 

If the current of air charged with aqueous vapour be cooled 
by any means, by mixing with a colder current or by coming 
against the cold surface of a mountain, condensation takes place 
and clouds form ; ultimately rain falls. In this condensation 
heat becomes sensible ; thus we have our warm south-west rains. 

If the earth be heated so that the air rising is saturated with 
vapour, the vapour is frequently condensed close to the surface, 
and forms mists and fogs. 

In all cases it is probable that particles of water are only 
formed from vapour when dust particles are present in the air for 
the vapour to condense around. And experiments by Aitken 
show that if the air were free from particles of dust, mist, 
clouds, and rain could not form. 

When the temperature falls below o® C. the condensed 
aqueous vapour freezes as small crystals ; these crvstals unite 
and form snow. 
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Hail is probably formed when rain passes through a cold 
region of the atmosphere, but no very satisfactory explanation 
has been given. 

82. Dew. 

When the air is cooled below the dew-point (§ 55) the 
aqueous vapour is condensed and is deposited. 

The earth radiates at night the heat it receives during the 
day. This radiant heat scarcely affects the air through which 
it passes. If the day has been warm the air is saturated with 
aqueous vapour. The temperature of grass and objects near 
the ground by radiation falls below the dew point, and dew 
is deposited. We should expect that good reflectors, being bad 
radiators, would not readily cool. This is the case ; dew is 
not deposited on bright metal and pebbles when grass and leaves 
are affected- On cloudy nights the clouds serve as a screen 
(§ 75 )> ^nd radiate back to the earth the heat it radiates. Dew 
is not formed on cloudy nights. 

If when dew is forming the temperature fall below o® C. 
the vapour is frozen and forms hoar frost. If the dew has first 
been formed and then frozen the result is black frost. 

In India, shallow pans filled with water are placed on straw 
(a bad conductor) at night. The heat radiates so rapidly from 
the water that the water freezes. 

Examples. XXVII. 

1. State what are the conditions favourable for the formation of dew. 
Describe an instrument for determining the dew point and the method of 
using it. 

2. Explain why the grass in a garden is frequently found to be wet in the 
morning (though there has been no rain) while the gravel paths are dry. 

3. What is the * dew point ' ? How is the deposition of dew affected 
by the presence or absence of clouds in the sky ? A table knife with a 
black handle is left exposed to the atmosphere in the evening ; which part 
of the knife, the handle or the blade, will be first covered with dew ? Give 
reasons for your answer. 

4. State the influence of the sun*s radiation, and of the rotation of the 
earth in causing * Tiade Winds.' 

5. Explain the production of land apd sea breezes. How are the Trade 
Winds caused ? 

6. Explain how ice can be formed in India. 
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CHAPTER XL 

THE MECHANICAL EQUIVALENT OF HEAT. 

83. Sources of Heat. 

The heat used in the experiments in this book has been 
derived from the following sources : — 

(i) The Sun. — ^The heat reaches the earth by radiation. 
We believe that, with light, heat travels in waves. 

(2) Chemical Action. — ^The combustion of coal gas has 
frequently been used ; the burning of fuel is at once suggested ; 
whenever chemical combination takes place, it is accompanied 
by heat or by the absorption of heat. 

(3) Mechanical Sources. — (a) Compression : see the fire 
syringe (§ 29). {p) Percussion : by hammjering a piece of metal 
its temperature can be raised ; water in falling down a precipice 
is heated, (c) Friction : illustrations are easily found \ a brass 
button rubbed upon wood, a saw after use, metal plates when 
punched or sheared, are so hot that they cannot be touched 
with safety ; bore with a gimlet in a piece of hard wood and 
feel the gimlet after withdrawal ; the friction at the axle of a 
railway carriage develops heat suflficient to ignite the woodwork 
if the axle be not continually lubricated. 

(4) Change of Physical State. — When vapour condenses 
(§ 54) > when liquids solidify and during crystallisation (§ 45). 

Other sources are — 

(5) Electricity. — When the current is resisted the heat is 
sufficient to cause incandescence, as in the case of the electric 
lamps. 

(6) The Earth is also a storehouse of heat and supplies the 
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heat of volcanoes, geysers, and hot springs. The tides are 
another source of heat 



84. The Nature of Heat — the Mechanical Equivalent 

OF Heat. 

The student has been frequently warned that he must not 
entertain the notion that heat is a fluid with or without weight 
(whatever that may mean) ; we have been able to measure heat, 
to decide upon a unit of heat, and to treat it as a quantity. 
All that can be done in an elementary work is to repeat the 
warning. After understanding this book, the reader should 
study Clerk Maxwell's * Theory of Heat,' where he will find a 
complete view of the modem theory ' that heat is a form of 
energy.' See also the last chapter in * Light.' 

Energy is the power of doing work. The experiments in 
§ 83, par. 3, tell us that when work is done heat is produced ; 
the action of a steam engine tells us, that the heat from the com- 
bustion of coal heats the water, and the pressure of the steam 
moves the piston and does work. The exact relation between 
the unit of heat and the unit of work was shown by Joule in 
this way. 




Fig. 53. 

B is a copper vessel with a brass paddle wheel — the dotted lines — that 
rotates when the axis A is turned. A is turned when the weights E, F fall ; 
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the distance they fall is shown by the scales H, G. The cords pass over 
pulle3rs as frictionless as possible, The water in B was weighed, its 
temperature noted j the weights were allowed to fall ; they did work in 
turning the paddle. 

The result of the work was to raise the temperature of the 
water in B. From an enormous number of careful experiments 
Joule concluded that, on the Fahrenheit scale, the work done 
by I lb. falling 772 feet (or 772 lbs. falling i foot) is capable 
of raising the temperature of one pound of water from 50° F. to 

51° F. 

772 foot pounds of work is called the mechanical equivalent 
of heat on the Fahrenheit scale, or the amount of work that 
must be converted into heat to raise one lb. of water 1° C. is 
1390 foot pounds (f of 772). 

As a foot pound is not a constant quantity but changes 
with the latitude, it is better to say that the mechanical equi- 
valent of heat is 772 ^ poundals of worL 

Worked Examples. 

1. An iron ball weighing i lb. falls through 5170 feet ; if all the heat 
generated be communicated to the ball, find the rise of temperature when 
its fall is arrested. The specific heat of iron = •114. 

The ball does 5170X i foot pounds of work, or work that would raise 
I lb. of water ^ ' Centigrade degrees of temperature. 

Therefore the iron ball would be heated ( 3 x j degrees. 

Answer : 26 "3° C. 

2. A mass of zinc falls from a height of 200 feet ; through how many 
degrees F. will its temperature be raised when it strikes the ground, if 75 
per cent, of the heat be used in heating the zinc ? 

The mass in falling would raise an equal mass of water through — 

772 

degree Fahrenheit, if no heat were lost. 

The specific heat of zinc is "095 ; therefore the zinc would be raised in 

temperature, — - x sf 75 degree. 

• 772 *09S 

3. A mass of a ton is lifted by a steam engine to a height of 386 feet ; 
what is the amount of heat consumed in this act ? 

H 
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Work done » 2240 x 386 foot pounds. 772 foot pounds raise the 
temperature of i lb. of water through I degree Fahrenheit Therefore 

the heat consumed would raise i lb. of water through —^—^ — d^;rees ; 

that is, 1 1 20 degrees; or would raise 1120 lbs. of water through one 
degree. 

4. A loo-lb. shot strikes a target with a speed of 1400 feet per second. 
If all the heat generated by the collision were imparted to 100 lbs. of 
water at 60° F. , how many degrees would the temperature of the water be 
raised? 

The energy of the shot in gravitation units is ^—-^ — ^^—n. — foot 

pounds. 

To raise 100 lbs. of water i degree F. requires 100 x 772 foot pounds 
of work ; 

.-. the water will be heated through ' oo x HOO x H go ^^^^ 

2 X 32 X 100 X 772 

Examples. XXVIII. 

1. How high can a mass of 10 tons be raised against gravity, by the 
expenditure of the quantity of heat, that would raise I lb. of water at 0° 
to 50° C. 

2. How much heat is expended in lifting a mass of i ton 100 feet ? 

3. A lead bullet weighing 2 oz. falls 100 feet ; by what amount will its 
temperature be raised when it reaches the ground, if all the heat is ex- 
pended in heating the bullet ? Specific heat of lead = '03. 

4. A waterfall is 336 feet high ; if all the heat be used in heating the 
water, find the difference in temperature between the water at the top and 
the bottom of the fall. 

5. The whole of the heat generated when 60 lbs. of lead falls firom a 
height of 695 feet, is used in melting ice. How much ice will be melted ? 

6. How did Joule determine the mechanical equivalent of heat? 

7. If you were to pour a pound of molten lead and a pound of molten 
iron, each at the temperature of its melting point, upon two blocks of ice, 
which would melt the most ice, and why ? 

8. How many pounds of steam at 100® C. will melt 50 lbs. of ice at 
0° C. to water at o*' C. ? 

9. On the Centigrade scale, find how many thermal units are needed to 
change 10 lbs. of ice at 0° into steam at 100^. 
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CHAPTER I. 

PRODUCTION AND SPEED OF SOUND, 



I. Cause of Sound. 

Sounds are produced by the following among other methods : — 

Stretch a string tightly and pluck it. The string moves and a 
sound is produced, which ceases if by any means the motion of the 
string is stopped (fig. 54). 
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Fig. 54. 




Hold a bell jar in one hand ; place a small glass bead in the jar. 
Strike the jar with a piece of wood ; a sound is heard (fig. 55). 

The glass is in motion, shown by the movement of the 
bead. 




Fig. 55. 

Strike a tuning-fork until it gives forth a sound ; hold it so that 
it touches a glass bead suspended by a thread. 

H3 
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The bead is forced away — the fork is in motion. 

Whenever a sound is produced the body producing the 
sound is in motion. 

A body that emits a sound is called a sonorous body. 

Place a glass plate upon a reel ; 
press the centre firmly with the thumb ; 
sprinkle the surface with fine sand. 
Let an assistant touch the plate at one 
part, while a violin bow is drawn over 
another part, until a sound is pro- 

The motion of the plate is 
shown by the beautiful figures de- 
scribed by the sand, which col- 
lects along the lines where there 
is no motion, and moves from the 
part where the plate ' is in mo- 
FiG. tfi. tion. 

By pressing at the point marked C (fig. 57), damping with (he 
finger at a, and bowing at b, different sounds will be produced, 
each sound having its particular figure. 
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In fig. 56 the plate is shown attached to a stand ; the simpler 
method ^ven above is sufficient. Plates of metal will answer better 
than those of glass. 
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This method of showing motion in plates was discovered 
by Chladni. 

2. Sound is not Propagated 
IN A Vacuum, 

The sounds produced are 
perceived by the ear. How do 
the sounds reach the ear? Is 
the presence of air necessary? 

Place an alarum clock under ' 
the bell jar of an air pump, resting 
it on cotton wool, or suspending it 
by silken threads. Set the alarum 
to ring in five minutes. Exhaust 
the receiver (fig. 58). 

The sound of the alarum, 
when heard, is feeble, and if a 
good vacuum is produced the 
sound is not heard at all. Ad- '"■■ '°- 

mit the air ; the sound gradually increases in intensily. 

This can be shown with- - .- 

out the aid of an ail pump. 

Fit a strong flask with a good 
india-rubber cork, having two 
holes ; pass a piece of glass rod 
through one hole. To the rod 
attach a piece of india-rubber 
tubing; to the end of the tubing 
attach a small toy bell. Insert 
the cork, shake, and notice the 
sound produced. Cover the 
bottom of the flask with water. 
Warm carefully, dry the outside, 
and heat with the naked flame 
until the water boils briskly. 
Hold the flask in one hand and 
a glass stopper in the other. 
Move the flask from the flame, and 
firmly the stopper (fig. 59). 




the same instant push \\ 
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As the flask cools the water vapour condenses and leaves a 
vacuum. 

Shake the flask and compare the sound heard with that 
when the flask was full of air. 

Sound is not propagated in a vacuum. 

When the water is cold it will be found difficult to remove the 
cork. Place the flask on a sand bath until the water is warm ; it 
can then easily be removed. 

Dry the flask and hold it over a coal-gas jet ; the gas will 
displace the air. Insert the india-rubber stopper and ring the 
bell. The sound is much fainter than when filled with air. 

The result is more marked if it be filled with hydrogen gas. 

Fill the jar with carbonic acid gas. This gas is heavier 
than air (coal gas and hydrogen are lighter than air). The 
sound is louder than in air. 

The loudness depends on the density of the gas in which tJw 
sound originates^ not upon the gas (air) surrounding the person 
who hears the sound. 

The air on mountain-tops is less dense than the air in the 
valleys: sounds produced on the former are enfeebled ; a pistol- 
shot sounds like the report of a good popgun. If, however, a. 
cannon be fired in the valley, the sound as heard by two persons 
each half a mile off*, one on the top of a mountain and the 
other farther down the valley, will be of the same intensity. 

3. Speed * of Sound in Air. 

The flash of lightning is seen before the sound of thunder 
is heard, though both occur simultaneously. 

The flash of a cannon precedes the report. If a sea 
target, a cannon, and a spectator be placed at corners of an 
equilateral triangle, the spectator sees first the flash, then the 
column of water caused by the shot striking the sea, and last 
of all hears the report. Thus a person within range would 

* Speed is the rate of motion. The speed of a point is caUed its. 
VELOCITY when the direction in which it is moving is taken into account. 
The two terms are frequently used synonymously. 
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have no intimation of danger, by the report preceding the 
shot. 

The speed of sound in air is, therefore, less than the speed 
of light, and less than the speed of a cannon ball. 

To Measure the Speed of Sound in Air. 

The distance between two places is exactly measured. At 
station A a cannon is fired ; at station B the observer notes 
how long after seeing the flash the report is heard. A cannon 
is now fired at B, and the time is taken at A. The average of 
several results is taken. 

Two stations were 61,045 f^^^ apart ; the report was heard 54*6 
seconds after the flash was seen. 

Speed of sound in air = 7r feet per second = n 18 feet 

54*6 

per second. 

This assumes, that th^ time it takes light to travel any 
ordinary distance is so small, that it can be disregarded. (Light 
travels 20 miles in ^^j^ of a second.) By firing cannon at 
both stations, and taking the average, the action of the wind is 
allowed for. 

The observers obtained different results according to the 
temperature ; the higher the temperature the greater the speed. 
At 0° C. the speed is 1090 feet per second; 2 feet can be added 
for every degree. At 15** C. (ordinary temperature) the speed 
is (1090+30) feet per second ; that is, 11 20 feet per second. 

Changes in the barometer did not affect the results. 

Ordinary observations show that all sounds travel at the 
same rate ; otherwise it would be impossible to distinguish a 
tune played by a band at a distance. The sounds would mix. 

Certain observations in the Arctic regions show that a loud 
sound travels quicker than a gentler one. The report of a 
cannon was heard before the word of command to fire. 

4. Speed of Sound in Water. 

Two boats were stationed on Lake Geneva a measured 
distance apart. One boat had a bell C under water (fig. 60) ; 
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this was struck by a hamtneT b, the hammer being worked by 
a lever a, which at the same time moved the lighted wick f, so 
that it ignited the gunpowder m. The observer in the other 
boat, fixed the end ooi s. bent trumpet in his ear, the open 
pait,,;^, being turned towards the bell ; the flash of the gun- 
powder announced when the bell was struck, and the observer 
noted the time that elapsed before the sound reached him. 

The stations were 51,700 feet apart, tnc sound was heard 
1 1 seconds after the flash was seen. 






,•. speed of sound in water=4700 feet per second. The 
average results give a speed of 4708 feet per second ; that is, 
4 times the speed in air. 

Changes of temperature have not a marked effect upon the 
speed of sound in water. 

Liquids Transmit Sound. 
On the sound-board place a dish of mercury; dip into this a 
glass tube a foot long, closed at one end. Pour water into the 
tube. Strike the tuning-fork ; the sound is feeble. Put the stem 
into the water ; at once the sound is reinforced. The stem of 
the fork should be fixed into a conical piece of cork or wood. 
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The sound waves travel through the liquids, and give up 
the vibrations to the board \ this communicates them to the air. 

5. Speed of Sound in Solids. 

It is a common experiment for one person to place his ear 
against a telegraph post, while another strikes the next post 
with a stone. Two sounds are heard, the first conducted by 
the wire, the second conducted by the air. The first sound is 
the more distinct. 

Sounds travel quicker in solids than in air, and are conveyed 
with greater intensity. 

Remove the lids from two cigar boxes, bore a hole in the bottom 
of each, pass the end of a cord through and tie it to the end of a 
piece of twisted wire. Stretch the cord ; use fifty yards, or, better, 
100 yards. Hold the boxes so that the bottoms are towards each 
other. 

The slightest tap or scratch on one is distinctly heard if the 
ear be placed against the other. Place a vibrating tuning-fork 
near one. Sounds that usually cannot be heard at that distance, 
are distinctly heard when the sound is transmitted by cord ; 
better results are obtained by using wire. Bending the cord 
round posts, or corners, does hot interfere with the success of the 
experiment 

The speed of sound in solids is so great, that methods 
similar to those for determining the speed in air and water, 
cannot be used with accuracy. Biot, by experimenting upon 
the cast-iron water pipes in Paris, concluded that sound had a 
mean speed of 3250 metres per second. The other methods 
used will be given later. 

The speed of sound — 

(i) In air at o** = 1093 feet per second 
(add 2 feet for every degree Centigrade) 

(2) In water = 4780 feet per second. 

(3) In copper =11666 „ 

(4) In iron = 16822 „ 

A body that produces sound is in motion and is called a 
sonorous body. 
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Examples. I. 

1. How would you show that sound is not transmitted by a vacuum ? 

2. Give some familiar evidence that sounds of all kinds travel nearly 
at the same rate. 

3. Describe any experiment which occurs to you, for showing that sound 
is capable of being transmitted through liquids. 

4. Explain in what way, the velocity of sound in water has been experi- 
mentally determined. 

5. You see a flash of lightning, and you hear the thunder which follows. 
Supposing the velocity with which the sound of thunder travels through 
the air to be known, how would you determine the distance of the 
lightning flash ? 

6. The temperature on a certain day is 15° ; the report of a gun is 
heard 6 sees, after the flash is seen. How far is the spectator from the 
gun? 

7. Explain the action of the * toy telephone,' made of two cardboard 
boxes connected with string. 

8. Standing some distance from a quarry, I hear two sounds following 
the blow the workman gives to the rock. Explain this. 

9. Give experiments to show that sound is produced by motion. 
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CHAPTER II. 
WAVE MOTION— ELASTICITY, 

6. Harmonic Motion — Vibration — Amplitude. 

When a stone is thrown into a pond, waves proceed from 
the point where the stone falls, to the margin of the pond. 
Pieces of wood or leaves, that may be floating in the water, are 
not washed to the bank ; they simply move up and down ; if a 
patch of water be blackened with ink, the wave in moving over 
the patch does not force it onward. The wave moves forward ; 
the particles of water that furm the wave, apparently move up 
and down. Waves cross a field of long grass ; the tips of the 
grass blades do not move onward ; the /(br/« of the wave alone 
moves forward. In the absence of currents, a bather in the 
sea is not washed ashore by the wave?. A bargeman, when 
he wishes his rope to clear an obstacle, sends a wave along it ; 
the rope itself does not move forward. 

Fill the long trough with water; by mixing wax and iron filings 
pellets can be formed that will float at various depths. With a 
piece of wood start a wave from one end ; the balls describe small 
circles or ellipses, but their average position does not change. 

Fasten a leaden bullet to a fine piece of cord suspended from a 
hook, so that the distance from the point of suspension to the 
centre of the bullet is thirty-nine inches. Set it swinging ; note the 
time it takes to move sixty times from side to side ; the time will 
be about one minute. A motion from side to side is called an 
Oscillation ; a motion /rt?w one side to the other and back again 
is called a Vibration. The pendulum vibrates once every two 
seconds, and oscillates once per second. 

By giving the bullet the necessary impetus, set it swinging at 
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a regular speed in a horizontal circle ; count how many circles it 
completes in 20 seconds ; the number will be about 10. It 
completes i revolution, in the time it took to make a vibration 
^ i% in the first experiment. Place the eye 

y^/^ /l^. so that the circle appears a straight line, 

.^/ \\ /! \ and observe the motion. 

The bullet increases its speed in the 
line from each end, until it reaches the 
middle ; then it slackens until it reaches 
the far end of the line, when it momen- 
tarily stands still, returns, again quicken- 
ing up to the middle. 

Let the circle in fig. 61 represent 
the plan of the path of a pendulum, the 
line A G the elevation of the path. A G is equal to the diameter 
of the circle. Suppose the time of one revolution to be one 
second. Divide the circumference into 12 equal parts. The 
pendulum moves over each part of the circumference in ^^ of a 
second. Therefore, to an observer who sees the elevation^ the 
pendulum moves over each of the spaces A L, L K, K J, etc., 
in ^^ of a second ; the speed increases towards the centre. 

When a body vibrates along a line, as the bullet appears to 
vibrate along A G, the motion is called harmonic motion. 

We can always find the position of a pendulum by drawing 
the circle, dividing it into equal parts, and obtaining the points 
L, K, J, etc., on a diameter. 

The distance A G (the diameter of the circle) is called the 
AMPLITUDE of the vibration. 

The time of moving from A to G and back again to A — 
that is, the time of a complete revolution of the circle — is called 
THE PERIOD of the vibration. 

In an ordinary pendulum, if we place the eye beneath it, 
so that its path appears a straight line, the motion appears 
harmonic. 

7. Waves — Wave Length. 

Suppose we have a number of particles, moving in parallel 
straight lines, A, B, C, etc., at equal distances apart, moving 
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with harmonic motion, ^o that each succeeding particle begins to 
move -^ of a second behind the other. 

Draw the circle, divide it as before, draw the dotted lines 
parallel to the diameter 9 — 3. Suppose the particle to move in the 
circle in the same direction as the hands of a watch. Suppose the 
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Fig. 62. 

particle in A at «, i.e. at 4 in the circle. The particle in B is ^^ 
sec. behind ; it is therefore at 3, and will appear in B at ^ ; C is -^ 
sec. behind, and will appear in C at c, and so on for def, . (fig. 62). 

Join these points with a curve. This sinuous curve would 
appear to the eye as a wave. 

What will be the condition ^ second later ? a will have 
moved from 4 to 7 and will appear on A at a' ; if will have 
moved to d', and the dotted curve a' b' d d' is formed; Xhtform 
of the wave is moving from A to S. The wave indicated b)r 
_ . . _ — is the position y% second later ; in -ff second the 
particles will be in their original position, but the wave will have 
moved forward from E to Q or from A to M. 

The student should study carefully the drawing, after he 
has drawn it himself 

The top of a wave is called the crest, the hollow the 

TROUGH. 

The distance from crest to crest, or from hollow to hollow^ 
is called a wave length. A wave length, is the distance 
from any particle y to the next particle that is in a similar position 
in its path, and is moving in the same direction. 

Take the particle ^ ; ^ is in the same position, but when c is 
moving downwards g moves upwards ; ^ is the next particle in 
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the same position, and as c moves downwards o moves down- 
wards ; from ^ to is a wave length. 

How long does it take the wave to travel from £ to Q ? 

In ^ period the crest is at H, 

.. t K, 

., i N, 

„ i Q. 

The distance tht wave travels itt one period is one ■•SKVY. length. 

Particles may also move in circles or ellipses. Fig. 63 illus- 
trates this. Suppose a number of particles, o, i, z, 3, at rest, 
then imagine that o begins to move in a circle, its period (time 
of one revolution) being i second. Each particle moves ^ 
second later than ws predecessor. 



A is the position at the end of y^^ period, 
B „ „ „ ^S „ 

C „ „ „ 1=", „ 

D „ etc. „ „ 1^ „ 

{o has described a semicircle). 
E is the position at the end of j^ period. 
In E, o and 12 are in the same position and are moving in 
the same direction ; therefore from E to 1 2 is a wave length. 
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If, after one revolution, the particles rest, then y\ period after o 
rests, F represents the position — the wave has moved half a 
wave length ; if each particle keeps moving, the waves are re- 
peated as in G. 

Cut a slit yY "^^^^ ^ black paper (fig. 64, B), place it over the 
line S in fig. 62, draw the book beneath the slit, and the motion of a 
particle in harmonic motion will be seen. Blacken a piece of glass, 
rule a number of paralleF lines i^' long and J" apart with a needle. 
Place this over the curve, and draw the curve beneath. 

The waveform will pass across the glass. 

Blacken a long strip of glass 18" long by \\" wide ; with a fine 
point draw a sinuous curve. On a square of glass 3'' size draw a 
number of parallel lines i^' long, about J" apart ; place the strip 
behind the square so that the lines are vertical ; hold both to the 
light, draw the strip across. A wave will be seen crossing the glass. 
Protect the blackened part with thin glass. Place the square in a 
magic lantern as an ordinary slide, the strip in front of the square ; 
focus the dots and draw the strip across the square : a wave will 
pass across the screen^ 

In all these illustrations, it is seen that, in wave motion, the 
particles do not change their average position; the form of the 
wave alone moves forward. 

Draw another sinuous curve whose amplitude (vertical dis- 
tance from highest point to lowest point) is one half of the 
first. (Use the same construction, but make the diameter of 
the circle one half.) With this, and the square with ruled lines, 
produce a wave. The wave travels as quickly as before, but 
the crests and hollows are not so marked ; the amplitude then 
does not affect the speed, it affects the power of the wave. 

Examples. II. . 

1. Give an example of harmonic motion. 

2. Define the terms oscillation, vibration, amplitude, period. 

3. Give examples of wave motion. Explain crest and hollow. 

4. Define wave length. 

5. In what direction do the particles in a water wave move ? 

6. There are five crests between a boat and the shore,. a distance of 
100 feet. Calculate the average wave length. 



8. IXINGITUDINAL WAVES. 

The preceding explains water waves, the waves that pass 
along ropes, and, as we shall see later, the waves of light. 
There is, however, another method by which wav^ can be 
transmitted. 

Hang a piece of india-rubber tubing 12 feet long from the ceil- 
ing ; near the top make a distinct chalk mark; hold the end to 



stretch slightly the tube ; with the fingers of the other hand, rub it 
along its length. 

A wave passes up the tube, as is shown by the movement 
of the mark ; it is reflected at the top and moves back. 

Wrap iron wire round a piece of glass tubing, so that the coils 
touch ; on removing it a spiral is formed ; fasten one end to any 
point, hold the other in the hand to slightly stretch it, with the 
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edge of a knife rub sii^artly against three or four coils in the 
direction of the length. 

The compression travels along the tube ; it can be easily 
observed by fastening pieces of straw with sealing-wax to parts 
of the wire. 

In water waves the particles move across the line of direction ; 
in the waves in the tube and the spiral, the particles move back- 
wards and forwards in the line of direction. 

Cut a narrow slit ss^ in black paper (fig. 64, B) ; place it along 
the dotted line of A. Draw A beneath the slit in the direction of 
the arrow ; the dot that is seen, vibrates backwards and forwards ; 
its motion is harmonic, as we see from the sinuous curve. 

A number of dots moving backwards and forwards, one 
moving a little after the other, will produce a wave ; there will 
be a compression (the particles come together) succeeded by 
a rarefaction (when the particles move apart, relative to each 
other), like the compression and rarefaction that travelled along 
the coil. Place the slit along the dotted line in C (fig. 64) ; 
draw the book in the direction of the arrow. 

Each curve in C is similar to A. They are arranged so that 
each dot produced with the slit, moves a little later than the 
preceding dot. 

The wave will be seen travelling across the slit. 

Compare the parts of greatest compression with crests of 
waves, the parts of rarefaction with troughs of waves (fig. 65). 
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Fig. 65. 



The WAVE LENGTH is the distance from one compression 
to the next, or one rarefaction to the next, or from one particle 
to the next particle, in a similar position and moving in the 
same direction ; and, as before, the wave will move one wave 

I 
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length, in the time it takes one particle to make a complete 
vibration. 

Examine and use this excellent diagram of Professor 
Weinhold carefully ; it will give a better idea of the wave of 
compression and rarefaction, than a page of words. 

9. Sound Waves. 

Sound waves are transmitted by the air particles vibrating 
in the line of direction. 

AVhen a gun is fired the sound travels ; there is, however, no 
tendency for the smoke to move in all directions in straight 
lines, as the sound does. 



This can be illustrated by fixing a funnel to one end of a 
long, wide india-rubber tube. Direct the other end towards a 
lighted candle, and blow a little smoke into this end. Fire a 
pistol across the mouth of the funnel ; the candle is extinguished 
by the sound wave, but the smoke is not forced through the 
tube. Such sound waves firom firing shots in mines, it has 
been suggested, cause explosions, by forcing impure gas through 
the meshes of the Davy lamp. 

Sound travels in all directions. A skylark singing is the 
centre of a sphere of sound waves, and every particle in the 
sphere is vibrating. 
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77ie propagation of a sound wave is not the propagation of 
mr particles. 

Fig. 66 gives a rough idea of the sound waves caused by a 
bell. 

At equal distances from the point of disturbance all the 
particles will be in similar positions, and these particles will form 
the surface of a sphere ; such a surface forms the front of the 
wave. If we consider a small portion of the surface of a large 
sphere, it will practically be a plane surface. So that the wave 
front is a plane surface, and the direction of the wave is at right 
angles to this surface. 

A tuning-fork vibrates 256 times in a second ; in i second the sound 
has traveUed at ordinary temperatures 1120 feet. If an observer be at 
this distance, there must be, between the ear and the fork, 256 condensa- 
tions and 256 rarefactions. 

A condensation and a rarefaction make up one undulation 
or wave length ; 

.'. one wave length of a fork vibrating 256 times in i 

second = — -y- feet = 44 feet, nearly. 
256 

If the fork be placed on a rod of iron, the sound travels 

16,800 feet per second, 

.*. wave length in iron = ^ — ^- feet = 65*6 feet 

250 

The wave length has nothing to do with the distance moved 
over by the particles; it depends upon the period of their vibra- 
tion. 

10. Elasticity. 

Set a dozen solitaire balls in a groove ; move one and roll it 
against the eleven ; the end one starts off the row, while he inter- 
mediate balls are motionless. 

In the water waves, the particles moved upwards on account 

of the impulse given to the wave (the stone falling in the pond, 

etc.), and downwards on account of the action of gravity. How 

can we explain, that when a particle moves forwards it returns on 

its path and moves backwards? Why do the solitaire balls 

transmit the waves? 

I 2 
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Definition. — When a hody^ after being compressed by a 
force^ recovers its original shape when the force is removed^ the 
body is said to be elastic. 

If a piece of putty be compressed, it requires a certain force 
to compress it, but on removing the pressure, the original shape 
is not regained Putty b inelastic. 

Cover a flat stone with red powder ; touch it with a solitaire 
ball and notice the dot made. Allow the ball to fall from a 
height of three or four feet upon the stone, and examine the 
dot made ; it is larger than before : the ball has been flattened, 
but when the pressure was removed it regained its original shape. 

The glass ball is elastic. Allow a leaden ball to fall ; the 
flattening remains : lead is inelastic. 

If a tuning-fork be set vibrating, every time one prong 
advances it gives a push to the air; the particles are compressed, 
and by their elasticity resist compression ; they expand, com- 
pressing the next set of particles ; these in their turn compress 
the next set, so that a compression is propagated. When the 
prong moves back it causes a rarefaction ; this rarefaction is 
transmitted in the same way. The tuning-forks make a series 
of backward and forward movements, and thus a series of con- 
densations and rarefactions are produced, which constitute 
sound waves. 

The particles recover themselves on account of their elasticity. 

Suppose we have a body, whose volume is V, subjected to 
a pressure P per unit of area over its whole surface. Let the 
pressure be increased by a quantity/, and the volume con- 
sequently decreased by a quantity v. 

New volume = V — z^. New pressure = P ■\-p, 

? is the compression in volume per unit volume, due to 

the increase of pressure/. Therefore ^-r-/ is the compression 

per unit volume due to unit increase of pressure. This is 
called the compressibility of the body. 

Definition. — The reciprocal of the compressibility, that 

is,/ -T-;^, is called the elasticity of a body. 



Wave Motion — Elasticity 1 1 7 



II. In Gases Elasticity Equals the Pressure. 

A small increase in the pressure (/) causes a change in 
the volume {v), p and v are small compared with P and V. 
By Boyle's law (* Heat,' § 26) 

(V-z^)(P+/)-VxP; 
p "W^v' 



* • 



t. by division, i+^-i + ;^ + ^ + ^ etc. 
V is very small^ /. v^ is very small, much smaller ^ ; 

/. we can neglect ^, ^ etc., without making any appreciable error. 

i> V , 4) V 

By definition ^-^^ « elasticity ; /. ^ ^ ^ « P « elasticity. 

/« gases that obey Boyle^s law the elasticity is equal to the 
pressure. 

Examples. III. 

1. Compare the direction of the motion of the particles in a water 
wave, and the wave in a wire spiral. 

2. Define wave length. Suppose the amplitfide of vibration of the 
particles be doubled ; how will this affect the wave length ? 

3. Explain undulation, condensation, and rarefaction. 

4. Give illustrations and experiments to show that when a sound wave 
is transmitted, the air particles do not leave their average position. 

5. Explain elasticity ; give examples of elastic and inelastic substances. 

6. Explain how the condensation and rarefaction constituting a wave 
of sound are produced. How is a sound wave propagated through air ? 

7. What is meant by elasticity as applied to gases ? The barometer 
stands at 31 inches ; what is the elasticity of the air equal to ? What is a 
pressure, and how is it measured ? 

8. Take the speed of sound as 1 1 20 feet per second. Find, the wave 
length, (a) if there be 280 vibrations per second, {fi) if the period of the 
particles be ^ second. 

9. Sound waves are i '2 foot long ; the air particles make looo vibrations 
in a second. Find the speed of sound 
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CHAPTER III. 

NEWTON'S FORMULA^LAPLACES CORRECTION 

12. To Calculate the Speed of Sound in Air. 

Sir Isaac Newton, from calculations, concluded that the 
speed of sound in any substance could be obtained from the 
formula 



-^/l 



V = speed, E = elasticity, D = density. 

Take the centimetre, the gram, and the second as units. 
. In a perfect gas the elasticity equals the pressure. 

/. formula for a gas becomes v = a /— • 

Let the temperature be o® C. and the barometric height be 
76 cm. Then the pressure equals the weight of 76 cubic centi- 
metres of mercury per square centimetre. The mass of i cub. cm. 
of water is i gram. The density of mercury compared with water 
is 13*6. The accelerative force of gravity "981 centimetres per 
second in every second. 

/. elasticity = 76 x 13-6 x 981 « 1013961 « P. 

D e density, is the mass of one cubic centimetre of air 

This equals '001293 gram. 



/. v= A /JSlS^zL a 28359 centimetres per second. 
'V '001293 

Actual experiment makes the velocity 33,000 centimetres 
per second. 
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Such a difference between calculation and fact showed 
that some error had been committed in the calculation. 

Newton in his calculation allowed for the fact, that when a 
gas is compressed, its elasticity is increased, because its density 
is increased If we compress a gas very slowly, so that the 
heat is allowed to escape, the temperature does not rise, and 
this increase of elasticity, due to increase of density, is the only 
increase to allow for. But by the fire-syringe experiment, 
(* Heat,' § 29) it was seen that if the gas be compressed suddenly, 
heat is evolved, and this heat increases the elasticity — that is, an 
increased pressure must be applied to keep its volume con- 
stant Similarly it was seen that if a gas be suddenly rarefied 
the gas is cooled, and this lowering of temperature lessens the 
elasticity. 

What takes place when sound travels in air ? Is the air 
heated ? The particles are suddenly compressed at the con- 
densed part of the wave, and are therefore heated. The 
particles are suddenly separated at the rarefied part of the 
wave, and are cooled as much as they were heated at the 
condensed part ; therefore the average temperature remains the 
same. Has this any effect on the speed of the wave ? (See 
fig. 65). The particles at ^^ are heated, their elasticity is 
increased; they therefore tend the more to separate, they 
separate the more rapidly, and thus the speed of the wave is 
increased. Condensation is succeeded by a rarefaction, and 
the rarefied part is cooled. Its elasticity is reduced ; therefore 
the condensed particles in front are the more easily able to 
rebound, and again the speed of the wave is increased. 

Taking into account this difference, Laplace found that 
Newton's formula should be 

(See ' Heat,' § 43-) 

13. Consideration of z;= a/ 1*41 - =a/i-4i -. 

(i) Suppose the pressure change, — Let the barometer change 
from 30 to 31 inches. If D be density when the barometer is at 30 
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then D X 31 is the density when the barometer is at 32. The density 

changes in the ratio 30 to 31. The elasticity also changes in the 

p 
ratio 30 to 31. Therefore the value of— does not change. 

That ts, change of pressure causes no change of speed; it affects 
£ and D in the same ratio, 

(2) Suppose the temperature change^ say from \^ to 20°. If 
D be the density of a gas at 1 5^, 

by Charles' law the density at 20** is D x ?Z3±i5 « d x ?H ; 

273 + 20 293 

that is, the denominator in the formula becomes less ; £ does not 
change, :, v becomes greater. 

A rise or fall of temperature causes a rise or fcUl of the 
speed 

For each rise of i*' C, from 0° C, add 2 feet to the speed of 
sound in air. 

(3) To compare the speed of sound in two gases under the same 
pressure. 

The densities of hydrogen and oxygen are as i to 16. 

s peed of sound in H / P / P 

speed of sound in O " V ^'41 D"^ V ^*'*'li6D 

That is, the speed is four times greater in hydrogen than in 
oxygen. 

The speed of sound in two gaseSy is inversely as the square roots 
of their densities. 

14. Speed of Sound in Liquids and Solids. 

[The speed is determined by the formula z/» \/ t\ 

The correction applied by Laplace to gases is not a measurable 
quantity, in the case of solids and of liquids. Detisity is mass of 
unit volume. 
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Elastidty in Solids, 

A rod whose length is L feet and A square inches in section is 

stretched by a mass of W pounds ; it lengthens / feet. 

W 
-rg- Stretching force in poundals per square inch 

=r- « elongation per foot 
*•* 

I W 

- -7- -zg'v& the longitudinal compressibility, and therefore 

— ^ -5- y is the longitudinal elasticity. 
In solids X" ^ "^ r ^^ ^^^®^ Young's modulus of elasticity (/*) ; this 

x\ x^ 

differs in various metals, etc. 

In the propagation of sound, along a solid in the form of a rod, 
the sides are free to expand or contract, so that the only change 
of volume to be noticed is that in the direction of the length. 
Young's modulus » fi » £ in the above formula. 

Example. 

The modulus of elasticity, in gravitation units, in wrought iron is 
28,450,000 lbs. per square inch. One cubic foot weighs 488 lbs. Find the 
speed of sound in iron. 

^«32 feet per second in every second. 
Attend to units, fi « (28450000 x 144) ^ poundals per square foot. 

0=488 pounds. 

., ^„ ^^845oooo^y44jl31 feet per second 
« 16392 feet per second. 

If by any other means v could be found, then by the formula, 
fi could be calculated. 

Elasticity in Liquids, 

When unit volume is subjected to a pressure, a slight diminu- 
tion takes place. This diminution is called the compressibility (a) 
for the given pressure. 

If W be the mass causing pressure, evidently E in liquids » 



(w^r^^-J. 
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Example. 



When water is subject to a pressure of 10333*3 kilogrammes per square 
metre, the compressibility equals -00005. Find the speed of sound in water. 
I cubic metre of water at 4® C. weighs 1000 kilog. 

^-9'8i when metre and seconds are the units ; 

••• ^-\/|-\/-^^33-3x9-8T ^^^^ 3^o„d 
\ u V -00005 X 1000 

- 1424 metres per second. 

The actual measurements on Lake Geneva gave 1435 metres 
per second.] 

Examples. IV. 

1. Explain how to determine the velocity of sound in a solid, and state 
clearly on what properties the velocity depends. 

2. Sound is said to travel four times as fast in water as in air. How 
has this been proved ? State your reasons for thinking whether sound 
travels faster or slower in oil than in water. 

3. Explain why the rise of temperature, due to compression, and the 
fall of temperature, due to rarefaction in a sound wave, both tend to in- 
crease the velocity of propagation of the wave. 

4. A tube, 1000 feet long, is filled with oxygen gas. Find how quickly 
the sound of a pistol-shot will travel from one end of the tube to the other, 
it being given, that the density of the oxygen is 16 times as great as that of 
hydrogen, and that the velocity of sound in hydrogen is 4200 feet per 
second. 

5. Give Newton's formula for determining the speed of sound in a gas» 
How did Laplace correct this formula ? 

6. The velocity of sound in a liquid is said to depend on the ratio of its ' 
elasticity to its density. State clearly what you mean by the elasticity of 
a liquid. Does sound travel in water quicker than in quicksilver ? Give 
reasons for your answer. 

7. What is meant by elasticity in a solid ? The modulus of elasticity 
of copper is 1,250,000 kilog. persq. cm. One cubic cm. of copper weighs 
8*9 grams. Find the speed of sound in copper. 
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CHAPTER IV, 

INTENSITY, REFLECTION, AND REFRACTION OF 

SOUND. 

15. Intensity of Sound. 

The farther the ear is from a sonorous body the feebler is the 
effect as regards sound upon the ear. 

Suppose a skylark high above the earth gives one sharp 
chirp. As the sound wave travels, it will pass over surface after 
surface of concentric spheres, whose centres are at the skylarks 

(a) Surface of sphere^ of i foot radius = 4r 

(b) „ „ 2 feet „ = i6ir 

W n » S i> » = S^s- 

Each surface receives the same amount of sound. 

amount of sound A 



.•. {A) I square foot of ^ receives 

4^ 47r 

. / z?\ , c^,,o«^ r^rx4. ^c J. -^^^^u,^^ amount of sound A 

\P) I square toot ot o receives = 

lOTT i67r 

ir\ T e^„o^^ f««f r^( >. ^^,^c.u.^ amount of sound A 
(C^ I square toot 01 c receives- 



367r 36a- 

A^ By Cy are proportional to |, \y ^, that is |^, ^., ^. 

That iSy the intensity of sound is inversely as the sqtmre 
of the distance from the sonorous body, 

* The surface of a sphere =4nr*. 

jt =a circumference of a circle + diameter. 
r» radius of sphere. 
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When a water wave passes from the centre of a pond, its 
height decreases as it progresses. 

The intensity of sound depends upon the amplitude of the 
particle of the sound wave ; it increases or decreases as the 
square of the amplitude. 

The intensity also depends upon the density of the medium 
in which the sound originates (§ 2). 

Make the tuning-fork sound, then place the end upon the 
table or, better, on a thin board suspended by threads ; observe 
how the sound is increased. Sprinkle fine sand upon the thin 
board ; the sand moves, proving that the board is vibrating. 

The intensity depends upon the area of the sonorous body, 

A string stretched tightly over two nails in the wall, when 
vibrating produces scarcely any sound. Stretch the same 
string on supports, inserted in a box with a thin cover ; the 
sound is increased ; it is the thin wood vibrating that increases 
the intensity. This is why musical instruments are provided 
with sounding-boards. In the violin the thin wood forming 
the belly, vibrates when the string is bowed ; the post com- 
municates the vibration to the back, which also vibrates. 

Wrap a watch, or a musica] box, or an alarum clock in folds of 

flannel until no sound is heard ; msert a piece 
of wood pointed at both ends, until one end 
touches the instrument; still no sound is 
heard ; fasten to the end of the rod outside 
the flannel a square foot of thin wood. The 
surface is now large enough to communicate 
the vibrations to the air, and the sound is 
(Tistinctly heard. 

16. Reflection of Sound. 

A Sensitive Flamk— Bend a piece of 
glass tubing at right angles. Draw out one 
end, cut off, so as to leave a very small ori- 
fice. Connect the other end with the gas 
supply ; 2" above the orifice plac^ a square 
Fig. 67. piece of brass gauze 6" side ; turn on the gas, 

ignite it above the gauze, and surround the flame with a wide piece 
of glass tubing about 6" long (fig. 67). Turn the gas^'tap until the 
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Hame just does not flare. The sound waves affect the gas below 
the gauze and the flame flickers. 

Rattle keys, tap on the table, hiss, whistle ; the flame is at 
once affected. 

Arrange the tin tubes as in fig. 50. Remove the tin-plate re- 
flector. Place the sensitive flame in the position occupied by 
the differential thermometer; tap two pieces of metal together 
inside the other tube (in the position of the copper ball). Place a 
screen of several damp towels between the flame and the pieces of 
metal 

Adjust the flame (use more damp towels if necessary) until 
it does not respond to the taps. 

Place the reflector in position ; the flame is at once affected. 
The sound wave has travelled down the tube, has been reflected 
from the tin plate and passed down the other tube. Remove 
the plate ; the flame steadies. Instead of the plate use a sheet 
of paper, the palm of the hand, a broad gas flame. Remove 
the damp towels and try dry towels, sheets of paper, and com- 
pare the absorbing powers of these bodies. 

In using this sensitive flame the taps made are more suitable 
than a whistle or pipe ; the flame is so sensitive that there is a 
little difficulty in reducing its sensitiveness. By attending to the 
instructions the experiments will succeed. 

Determine the position of the focus of the concave mirror 
(* Light,' § 19). Place the sensitive flame in position, tap at a 
distance of 20 or 30 feet, and arrange so that the flame just 
does not respond. Place the mirror so that the flame is now 
at its focus ; at once it answers (at a distance of 30 feet the 
conjugate focus is practically at the focus). Sound is reflected 
accordmg to the laws of reflection of light and heat. See these 
laws. 

Substitute a watch for the * taps ' and the ear for the sensi- 
tive flame, and experiment again if necessary. 

Refer to * Heat,' § 72, and perform analogous sound experi- 
ments. 
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17. Speaking-Tubes. 

Reduce the flame (or use a watch) until it is not affected by taps 
at a distance of 10 feet 

Fit the tin tubes end to end, and place them between the 
flame and the source of sound. The flame responds. 

The sound waves are reflected from the inside of the tube 
and cannot spread ; there is thus scarcely any diminution in the 
intensity. 

Insert a funnel into the end of a long piece of india-rubber 
about y wide (the interior should be smooth). Place one end 
to the ear, and let an assistant sound a tuning-fork at the funnel 
end, or talk into the funnel end ; the sounds are inaudible 
without the use of the tube. 

This is the principle of speaking-tubes, speaking-trumpets, 
ear trumpets, and stethoscopes. 

Bend the tube ; it still conveys sound. When the tube is 
inserted into the ear and a person speaks into the funnel, an ear 
trumpet is formed. 

If the tube were of wood, long and wider, by speaking into 
the mouthpiece at the narrow end, the sound waves are pre- 
vented from spreading; they leave the open end, which is 
directed towards the person addressed (speaking-trumpet). 

18. Echoes. 

Reflection of sound is the cause of echoes. In all echoes 
there is a reflecting surface — the walls of buildings, the sides 
of mountains, the trees at the edge of a forest. 

The sound wave travels to the surface, is reflected, travels 
back to the ear. It is difficult to distinguish words that strike 
the ear at less intervals than -j^ of a second. To have a 
distinct echo the wave must travel -H^ feet=iio feet; 
that is, the reflecting surface must be at least 55 feet away. 
Sometimes more than one echo is heard. 

Suppose a person at A 
(fig. 68). A B = 1 10 feet, A C 
« 220 feet ; B and C are re- 
^^^' ^' fleeting surfaces. A pistol is 

red at A The wave travels to B and back to A, and reaches the 
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car in -^~ « ^ second ; it then travels to C, is reflected, travels back 
to A, and is heard ^^ second = ^ second later ; that is, ^^ from 
the time of firing, ^ second from the beginning, it will have travelled 
again to B and back. 

But the sound wave also travels to C, is reflected, is heard at A 
as an echo, travels to B, is reflected, and again is heard as an echa 
The times from the beginning will be ^, ^, |§, J§, etc., second. 

B series in ^, ^, —^ fl, etc., second. 

C series in -*- -2- 15 li« 

When more than one echo is heard from a wood it is due 
to the wave striking parts of the surface at various distances 
from the part where the echo is heard. 

By using a long iron wire (200 yards at least), as in § 5, an 
•echo can be heard reflected from the end of the wire. 
Attempts have been made to calculate the speed of sound in 
solids in this way. 

In the pneumatic tubes used in the Post Office, it some- 
times happens that the carrier sticks at some point. This point 
is discovered in this way : — 

The end is covered with a thin sheet of india-rubber ; a pistol 
is fired ; the sound wave travels to the carrier, is reflected, and 
a flutter is seen in the membrane when it returns. 

Example* — ^The time between firing the pistol and observing 
the flutter is, say, 4 seconds. 

In 4 seconds, sound travels (1120x4) feet=448o feetj 
•% stoppage is 2240 feet from the end. 

Examples. V. 

1. Explain the meaning of intensity of sound ; how does the intensity 
vary with the distance from the sonorous body ? If the intensity at a distance 
of 100 feet be 90, what will it be at a distance of 150 feet ? 

2. State the conditions that affect the intensity of sound. What is a 
450unding-board ? Why is it used ? 

3. How could you illustrate the reflection of sound? Describe a 
speaking-trumpet. Explain the principle of a speaking-tube. 

4. What is an echo ? An echo from a building is heard 30 seconds 
later than the sound ; how far is the building distant ? 

5. A person is walking between two parallel walls which are near 
tc^ether, and hears a prolonged echo of each footstep ; explain how the 
echo is produced. 

6. Compare the intensities of sound at two places, one 1 100 feet, the 
other 1800 from the origin of sound. 
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19, Refraction of Sound. See * Light,' § 30. 

Obtain as large a toy balloon as possible, fill it with carbonic 
acid gas, and suspend it from the retort ring. Place the watch twa 
or three feet away (by trial find the best position) from the ball, and 
the ear on the other side of the ball close to it The ticking of 
the watch is sensibly increased. 

The sound waves that impinge upon the balloon are bent 
so that when they emerge they come to a focus close to the 
surface of the ball ; the ear thus receives many waves that 
would be lost if the ball were removed. 

Remove the balloon and verify this. 

By inserting the end of a glass funnel into the ear and using 
the wide end to collect the waves, the effect is increased- 
Change the positions of the ear and the watch. 

20. The Effect of Fog, Rain, and Wind on the 

Speed OF Sound. 

The results under this heading are due to the researches 
of Professor Tyndall. From experiments performed near the 
North Foreland he has shown that fog, which was supposed to 
prevent sound travelling, has scarcely any appreciable effect ; 
the same is the case with snow and rain. The fog is accom- 
panied by a homogeneous condition of the atmosphere that 
favours the passage of sound. 

He found frequently on bright clear days that the atmo- 
sphere seemed to deaden sound. The report of cannon fired 
three miles away could not be heard. There seemed an 
* acoustic cloud * between the cannon fired on a cliff and the 
observer, who was in a boat. The report was distinctly heard 
at the base of the cliff, by reflection from this invisible * acoustic 
cloud.' 

From researches, he concludes that these acoustic clouds 
are formed when the atmosphere is composed of layers of air 
at different densities. There is an analogy, between refraction 
of sound, due to this cause, and the mirage. (* Light,' § 35,) 
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Effect of Wind. 

It has been known for some time, that the speed of sound 
is increased or diminished, according as the wind is with or 
against the sound wave. 

This gives no explanation why at times, when the wind is 
against a sound wave, the sound appears to be destroyed. The 
difficulty has been explained by Professor Stokes. 



s 






a^ 






Fig. 69. 

Let A B represent the front of a sound wave, the sound 
being produced by a sonorous body C. Let the wind oppose 
the sound wave ; the speed will be less at B than at A, because 
the speed of the wind is retarded, near the surface, by the fric- 
tion of the air against the earth; therefore, after a given time, A 
will be more retarded than B, and be in the position A'B'. 
The direction of a wave is at right angles to its front ; the 
direction is changed to d' and afterwards to ^' ; that is, the 
sound wave is lifted over the head of a person at S (fig. 69). 

If this be a good explanation, the spectator, by ascending a 
tower to S', should then hear the sound ; this is found to be 
the case and confirms the explanation. 

Draw the figure, when the wind is in the direction of the 
sound wave, and show that sound waves are brought towards 
the earth, if the wind be in the direction of the sound. 

K 
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Examples. VI. 

1. On a clear day I can see the flash from a gun, but can barely hear 
the report A iog spreads over ; the reports can now be heard distinctly. 
Explain this. 

2. What effect has wind upon a sound wave 7 The wind blows from 
a spectator towards a church ; he is unable to hear the bells at the foot of 
a hill, but can hear them at the top. Why ? 

3. What is an echo ? What is essential for the production of a single, 
and what of a multiple echo ? 

4. Describe some mode of proving that sound can be refracted like 
light. 

5. How could you prove by experiment or observations, that, when 
sound is produced and heard at a distance, the air has not actually travelled 
to the point where the sound is heard ? 

6. How is it that sound is transmitted for long distances by speaking- 
tubes? 

7. How would you show by experiment that when a bell rings, it is in 
motion ? 

8. Explain the terms speed, velocity, density, elasticity. In what 
respects does E in Newton's formula differ when applied to liquids and 
solids ? 
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CHAPTER V. 

MUSICAL SOUNDS^PITCH— INTENSITY-EQUALITY. 

21. Pitch. 

The experiments in the previous chapters have dealt with 
sounds, no particular notice being taken of the sounds called 
musical ; the noise made by beating two stones together would 
have served all purposes ; the sound of a cannon firing has been 
frequently used. 

Certain sounds are pleasant to the ear ; such sounds are 
called musical sounds. 

Take the toothed wheel and fix it to the whirling table, or use 
the humming top (Appendix). Turn very slowly and hold a card 
against the teeth. At first we hear a number of taps ; as the speed 
increases a musical noise is heard. This note continues as long as 
the wheel moves steadily ; as the speed changes the note changes. 
Turn the wheel very rapidly ; the sound becomes painful, and at 
length we are unable to detect it by the ear. 

A musical note is caused by regular vibrations^ when the 
vibrations are not too few (not less than 40 to the second), nor 
too many (20,000 to the second). 

In place of the toothed wheel use the siren. 

Turn and blow through a piece of bent tubing whose end is 
pointed over one set of holes. When the motion is very slow a 
series of puffs is heard. As the speed increases, a note is sounded \ 
it increases in pitch, and at length the ear is unable to notice it. 

As in last experiment, a number of regular vibrations pro- 
duces a note. 

Stretch a string slightly between two points and pluck it ; the 
string vibrates ; no sound is heard. Tighten it and a note is produced. 

K2 
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Judging from the result with Savart's wheels and the siren^ 
the string, seeing that it gives a note, should be vibrating 
regularly. This will be proved presently. 

Fix a knitting-needle in a vice, make it vibrate, change the 
length until a sound is heard ; the pitch does not change as it 
vibrates. Does the needle vibrate a definite number of times in 
a second ? This is best shown with a long strip of steel (use a 
steel straight-edge), that vibrates slower than the short needle. 




Fig. 7a 

Fasten a stiff bristle to the end of the straight-edge. Smoke a 
long piece of glass. Arrange that the bristle touches the glass. 
Make the rod vibrate ; it traces a line across the glass as it vibrates. 
Move the glass quickly. 

A curve is traced ; it resembles the sinuous curve in § 7, and 
the conclusion is that the rod vibrates with harmonic motion. 
If the glass could be drawn along with uniform speed, there 
would be the same number of waves in equal distances. 

Twist a pin round the stretched cord (wire) ; fasten it with 
sealing-wax, so that the pin points horizontally ; pluck the wire 
vertically. Draw the smoked glass rapidly past the point. 

Examine the curve. Tighten the wire, and try again. The 

number of vibrations increases as the pitch rises. 

--A musical note is produced by a body vibrating a definite 

number of times per second. 

The number of vibrations determines iht pitch of the note, 
Sound travels 11 20 feet per second. If there be, say, 560 

vibrations per second, the wave length for a note of that pitch is 



1 1 20 
■560" 



feet = 2 feet. 



THE WAVE LENGTH determines the pitch. 

Define vibration, oscillation, wave length, period, and amplitude. 
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22. Musical Scale. 

the diatonic scale. 

Work the siren steadily ; apply the pipe to the inside circle ; 
move it to the next circle. 

Calling the first note Doh, we recognise the second as the 
Me of the musical scale : apply it to the third ; the pitch rises and 
the Soh is sounded ; with the outside row the Doh', or octave, 
is heard. 

Count the holes ; they were made in the proportion 4, 5, 6, 8. 

Turn the wheel at a different rate, and repeat this experi- 
ment ; the same sounds are heard relative to the first. 

If 400 vibrations give a certain note, 

500 „ „ the third above this note, 

600 „ „ „ fifth „ „ „ 

800 „ „ „ octave „ „ „ 

o 
The musical scale c nsists of seven sounds ; the note of 

lowest pitch is called the fundamental note. As in the above 

experiments, the relation is found between their vibration 

numbers. The relation is 
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The absolute value of C is immaterial ; it can be decided 
arbitrarily. 

Seven notes, whose vibration numbers are in the above pro- 
portion, form a natural diatonic scale. The eighth note is called 
the octave to the fundamental note. The notes are named 
similarly above C and below C. 

Intervals. — The interval between any two notes is expressed 
fcy the ratio of the vibration numbers. 

The interval between C and D is |-j-i = f 
„ „ D and G is f -rf = |. 
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The intervals between each note and its predecessor by 
calculation are 

xst sod 3rd 4th 5th 6th 7th 8th 

The intervals f and V ^^ called major and minor tones. 
The interval ^r is called a semi-tone. 

The interval from C to D, D to £, etc, is called a second. 
„ C to E, D to F „ third. 

C to G, A to E „ fifth. 

Between all consecutive notes, save the 3rd and 4th, 7th 
and 8th, another note is inserted. This note is named from 
the note below and is called C shaf^y !> sharps etc (written Q^ 
D$), or from the note above, and is called B flat^ A flaty 
(written BJ>, At>). 

Examples. VII. 

1. Explain the meaning of the terms musical interval, tone, and semi* 
tone. 

2. The vibration number of a certain note is 96 ; find the vibration 
numbers of its third, fifth, and octave. 

3. What are the special features of the natural diatonic scale ? 

4. The vibration number of a given note is 264 ; find the vibration 
numbers of the notes, that would form with it a diatonic scale. 

5. If the vibration number of a note be 80, find the vibration number 
of the fifth above it • 

23. Pitch — Intensity — Quality or Timbre. 

The siren, in a more expensive form, is arranged, so that the 
number of vibrations communicated to the air, can be exactly 
counted. In the whirling table used the diameter of the large 
wheel is 9"; of the small one i". One turn of the large wheel 
causes 9 turns of the small wheel. In the inside row there are 
48 holes. Then if the large wheel turn once per second the 
number of vibrations = 48 x 9 = 432, 

When the number per second is counted it is found that 
notes are produced by vibrations of from 40 to 20,000 per 
second. 

Some persons are able to detect a musical sound at 16 per 
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second, and others can detect notes produced by 38,000 vibra- 
tions per second. 

Attach a bristle to a tuning-fork, make it vibrate and draw 
a smoked glass rapidly beneath it. Compare the curve with 
those in § 7. As the note dies away the amplitude decreases. 

The INTENSITY depends upon the square of the amplitude. 

A note of the same pitch has a different effect when pro- 
duced by an organ, a fork, a string. Sounds have a certain 
QUALITY, depending upon the instrument producing them. 

In any given medium the pitch is proportional to the 
number of vibrations, i.e. to the w^ve length. 

The INTENSITY is proportional to the square of the ampli- 
tude of the vibrating particles. 

The QUALITY depends upon the particular instrument used. 

24. To Find the Vibration Number of a Vibrating 
Body by the Sound it Produces. 

To find the number of vibrations made by a whistle. 

Assume that we can regulate the siren, so as to determine 
its speed. 

Sound the whistle ; turn the siren, until a note of the same pitch is 
heard ; then from the number of holes and the number of turns calculate 
the number of vibrations in the siren ; this equals the number made by 
the whistle. 

Example. 

The siren sounds the note made by a whistle when it makes 10 turns 
per second. There are 48 holes in the siren ; 

/. vibration number of siren = 480, 
•*, vibration number of whistle » 480. 

Tuning-forks are made to give a note of a definite pitch, and 
the vibration number is generally stamped upon the fork. The 



vibration number varies ; thus the C T w" — is frequently 



taken as 256 ; this is a convenient number. This C has been 
below 250, and is sometimes as high as 270 ; the number 264 is 
in common use. 
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Provided the C is settled, the vibration number of any other 
note is easily calculated. 

Forks can be used for determining the vibration number. 

Example. 

A whistle sounding with a fork whose vibration number is 512, gives 
the third above the fork (i.e. if the fork sound the Doh, the whistle sounds 
the Me) ; find the vibration number of the whistle. 

The vibration numbers of Doh, Me, are as 24 : 30 or i : |, 

.'. 24: 30:: 512 :«. 
Vibration number of whistle » 64a 

Examples. VIII. 

1. What are the physical differences (i) between a loud and a gentle 
sound, (2) between a shrill and a deep sound ? 

2. A bell when struck emits a note of a certain pitch. Is the wave 
length in air corresponding to this note the same on a warm day as on a 
cold day? Give full reasons for your answer. 

3. Taking 1 1 20 feet per second as the velocity of sound in air, find the 
number of vibrations which a middle C tuning-fork (which vibrates 264 
times per second), must make before its sound is audible at a distance of 
154 feet. 

4. What are the three characteristics of musical sounds ? How is the 
movement of the air particles affected by {a) change of pitch, {b) change of 
intensity ? 

5. A tuning-fork is set in vibration and you hear its note. The sound 
is conveyed to your ear by the motion of the air particles in the room. 
Explain how, and in what direction, the particles move, and state how 
their motion would be modified if the fork were made to give a louder 
sound. 

6. Describe a method of determining the number of vibrations required 
to produce a note of given pitch. 

7* When a siren makes 360 revolutions a minute, it produces the same 
note as an organ pipe. There are 20 holes on the wheel. Find the 
vibration number of the pipe. 



■ 



137 



CHAPTER VI. 

VIBRATIONS OF STRINGS AND RODS. 



25. Transverse Vibrations of Strings. 

Fasten one end of an india-rubber tube, 12 feet long, filled 
with sand, to the ceiling. The sand makes the movements slower. 
Hold the other end in the hand ; stretch 
slightly and give a jerk to the right, and 
bring the hand back to its first position : 
a crest travels along the tube (fig. 71). 
The two figures give the positions at two 
different times. 

stationary pulses. 

By timing the hand properly, the 
hillock can be made to take up the 
whole length of the tube. 

At the end the hillock is reflected. 
By giving a series of similar jerks this 
motion will be repeated, and the string 
as a whole swings from side to side. 
It forms a stationary pulse. Compare 
this with the crest of a wave moving 
along the tube^ as in fig. 71. Fig. 71. 

Give two jerks in the same time as one was given in the last 
experiment. The hillock takes the position a, then b (fig. 72, A, B). 
At the fixed end it is reflected as ^, and would return to the hand 
9&dc\ just when the reflection takes place at c^ give another jerk. 
Then e appears, and reaches n just as c reaches n, e would move 
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n to the right, r would move it to the left ; both forces being equal 
n remains fixed, t is reflected as d from the fixed point if ; ^ is re- 




Fig. 7a. 

fleeted as / from the fixed point n. If the jerks continue the tube 
vibrates as in D — that is, two stationary pulses are produced. 

By increasing the rates at which the jerks are given, the tube 
can be broken up into 3, 4, 5, or any number of stationary 
pulses. 

Having discovered, by experiment, the rate at which the 
jerks must be given, to cause the string to vibrate as a whole, 
make the jerks as small as possible ; at first the amplitude is so 
small, that the movement of the tube can scarcely be recognised. 
Continue the jerks ; the amplitude gradually increases. 

By a series of very small jerks with thehand^ a marked move- 
ment is produced in the string. 

Several instances can be cited, of small impulses given regu- 
larly producing such results. Suspend a weight by a string ; 
give it a very slight push, and repeat this push as it swings 
back to the hand; die amplitude increases. A large ship» 
when subjected to a regular series of small waves, begins to 
rock in a way that ultimately may become dangerous. A water- 
carrier sets the water in his pails in motion by the swing of 
his body : the motion at first is only slight ; each swing 
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of the body increases the motion, and the water would soon over- 
flow if he did not alter his step. 

In fig. 72, « is not really at rest ; if it be clamped so as to be 
rigid, no motion would appear at c or/ n makes a number of 
very small movements ; these set the part cf vibrating. That is» 
r/ vibrates as if a hand were at n. 

Stretch the tube horizontally between two points A,B; pluck it 
in the middle : it vibrates as a whole (fig. 73). 

f o 



I 

\0 



» .''ft 

.if'-" 



Fig. 73. 

Consider a portion of the tube e\ its transverse motion is 
harmonic. 

Test this by attaching a stile to e^ and drawing a piece of smoked 
glass rapidly beneath it as it vibrates as on p. 132. The curve 
of § 7 is produced. 



^ 



The period is evidently the time in moving from ^ to //, from 
dtof and back from /to e. 

From A to B is only half a wave length. 

Wlien a string vibrates as a whole^ its length isone-halfofthe 
wave length, 

A point of apparent rest n (fig. 72) is called a node. 

The vibrating part (AadB) is called a ventral segment. 




Fig. 74. 

Touch the tube with the finger at its centre C ; pluck CB in 
the middle (fig. 74) ; the tube breaks up into two ventral segments. 

A C vibrates because C is not absolutely at rest ; it makes a 
number of small movements (jerks) ; these are of the time to 
make A C vibrate. 



Touch the tube at one-third of Its length from B. Pluck 
between D and B (fig. 7;)- 



D B vibrates as a ventral segment D is a node and A D 
breaks into two ventral segments. The movement of D (node) 
is limed so as to set ED vibrating ; E moves so as to set A E 
vibrating. 

In fig, 74 A B forms a complete wave ; in fig. 75 A D or 
E B forms a complete wave. 

z6. Laws of the Transverse Vibrations of Strings. 

Stretch a wire on the sonometer; pluck it in the middle : it 
vibrates as one ventral segment. A note is produced (increase 
the weight if necessary). 

The note sounded by a stretched string or wire, vibrating 
as a whole, is called the fundamental note, for that length of 
■wire. 



Touch the wire in the middle, and pluck it at } of its length from 
one end. It vibrates as two ventral segments, and the octave to 
the fundamental is heard. 

The vibration number of the octave is twice that of the 
fundamental. This agrees with the experiment with the tube 
{§ 25). By doubling the number of jerks, we divided the tube 
into two ventral segments. 
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Damp the wire at ^ its distance from one end ; bow it with 
a violin bow \ from same end : 3 ventral segments are produced ; 
the 5th above the last octave — that is, the 12th above the funda- 
mental note — is heard. 



Length 

I 


Sound 

fundamental 


Vibration No. 
I 




octave 
twelfth 


2 

3 



First Law. — The number of vibrations per second is in^ 
versely as the length of the string. 

To Verify this Law. 

What should be the lengths of two strings to produce the sounds Dob 
and Sob respectively — that is, the second note, is to be the 5th above the first ?" 

The vibration numbers are as 24 : 36, 
.", lengths should be as 3 : 2. 

Stretch two similar wjres, so that they sound the same note- 
Place the movable bridges ^o that the distance from pulley to 
bridge in the two wires is as 3 : 2. Bow these parts ] the Dob 
and Sob are heard. 

The position of nodes and loops (the widest part of the 
ventral segment) is easily shown by placing small paper riders 
(y^) astride the string or wire at various parts. The riders 
remain on the nodes and are jerked off the loops. 

MONOCHORD. 

If the law hold good, by using one wire of definite lengthy 

and dividing the length successively in the ratios 

T 8 4 3 3 3 8L 1 

the notes of the diatonic scale should be produced. 

By using the distance i, the fundamental should be heard. 
„ „ f the 2nd above the fundamental 

should be heard 
„ I the fifth 
„ „ i the octave 

etc. Try this. 
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A string so divided and mounted on a box is called a 
monochord. 

Law of Stretching Weight. 

Keep the lengths the same ; vary the stretching weight 
Hang a weight of i6 lbs. to each of two similar wires ; increase 
the weight on one wire until the third is heard, the fifth, 
and the octave (or any other note of the scale). Note the 
weights. 



Stretching weight 


Sonnd 


Vibration No. 


i6. 

2S 

36 
64 


Doh 

Me 

Soh 

Doh' 


1 4 

2 8 



The square root of each number in column i gives the last 
number in column 3. 

Second Law. — TTie vibration number {other things being 
equal) is directly proportional to the square root of the stretching 
Jorce, 

Example. 

A string stretched by a weight of 4 lbs; sounds a certain note (Doh) ; 
what weight will be needed to sound the Fah (4th) of the scale ? 

Vibration No. of the Doh a/4» 

F2S Vw 



f) 



r=t%---3^-8 



s 



.•.W = 7ilbs. 



Test this. 



The Third Law refers to the diameters of strings. 
It is not easy to measure the diameters directly. 

A string is a long cylinder : if r be the radius, / the length, d the 
density ; 

The volume = irr*/. The mass = fff^ld. 
To compare the diameter of two strings, take equal lengths and obtain 
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the masses by weighing. Let M be the mass of the first, M, of the second, 
r and r, the radii. 

That is, the radii are proportional to the square roots of the masses. 

By this method obtain the relative radii, and therefore the 
relative diameters of two strings. Suppose these relations to be 
6:4; use the same stretching weight, the same length ; the 
thicker string gives the note of lower pitch ; by shortening the 
thicker string bring the two notes into unison ; compare the 
lengths. Thick string = 4 units. Thin string = 6 units ; that 
is, the diameters or radii are inversely as the lengths of the 
strings. The number of vibrations are equal. 

If the thick string be now lengthened to 6 utiits ; by the first 
law, it will give f the number of vibrations it gives when the 
length is 4, that is, f time the number of vibrations of the thin 
string under like conditions ; or when the diameters are as 4 : 6 
the vibration numbers are as 6 : 4. 

Third Law. — TTie number of vibrations per second is in- 
versely as the diameters of the string. 

The Fourth Law refers to the density of the strings. 

If a catgut string and a copper wire (length, diameter, and 
stretching force the same in both cases) be used on the sono- 
meter, the copper wire gives the lower note. This is why the 
fourth string of a violin, and the lower wires of a piano, are 
wrapped round with wire. The density is increased. 

Fourth Law. — The vibration numbers are inversely pro- 
portional to the square roots of the densities, 

27. Formula for the Transverse Vibrations of 

Strings. 

[The laws for the transverse vibrations of strings can be expressed 
in one formula. If / - length of string, r « radius, P = mass of 
stretching weight (P^ - stretching force), d- density, n - vibra- 
tion number, 



"' i^/V^ 
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This can be written 



ii\/ 



^g 



vf^d - mass of unit length 
Vg = stretching force or tension (T). 

The vibration number varies inversely as the length ; inversely 
as the square root of mass of unit length ; directly as the square 
root of the tension. 



— 


Stretch- 
ing 
forces 


Densi- 
ties 


Lengths 


Kadii 
or dia- 
meters 


The vibration numbers vary 




If in 2 strings 
»> >> 

>> >> 


X 
X 

X 

O 


X 
X 

O 

X 


O 
X 

X 

X 


X 

O 
X 
X 


Inversely a^ the lengths 
Inversely as the radii 

or diameters 
Inversely as the square 

roots of the densities 
Directly as the square 

roots of the stretching 

forces 


-^ 


, 



For X read * are equal ; ' for O read * vary.' 



Examples. IX. 

1. Explain the terms node, ventral segment, wave length, amplitude,, 
period. 

2. A stretched string lo feet long is, in unison with a tuning-fork, 
marked 256 ; the string is shortened 4 feet : how often will it now vibrate 
in a second ? 

3. Describe experiments which illustrate the laws of transverse vibra- 
tions of -stretched strings. 

4. A string is fastened at one end to a peg in a horizontal board, and the 
other end passes over a pulley and carries sixteen pounds. The string gives 
the note C. What weight must be hung instead of the sixteen pounds, so 
that the string gives the next lowest octave ? 

5. Two equally stretched strings of the same thickness, one of steel and 
the other of catgut, give the same note when struck. Which of them is 
the longer? Give reasons for your answer. 

6. Four strings of the same length and material, but of different thick, 
nesses, are stretched on a violin, and tuned so as to give successive fifths. 
If the tension be the same, compare the thickness of the strii^. 
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7. In the last question, what must be the tension on the several strings, 
that they may all give the same note ? 

8. Explain what law must hold between the length and area of the 
section of strings, in order that, under the same tension, they may vibrate 
at the same rate. Describe an experiment which illustrates this law. 

9. Describe how you would employ the monochord, to show the 
relation between the tension of a string, and the pitch of the note given 
by it. 

10. Explain how to construct an instrument with strings of the same 
material and thickness, so that, under the same tension, the successive 
strings may give the consecutive notes of the major scale. 

1 1. Given two strings of the same thickness, one of steel and the other of 
catgut. One end of each is fastened to a peg in a horizontal board, and 
the other end passes over a pulley and is stretched by a weight. The 
distance between the peg and the pulley is the same for both, and the 
stretching weights are equal. Which string gives the higher note, and 
why ? If you wished, by altering the weights, to make both notes of the 
same pitch, how would you do it ? 



28. Harmonics — Quality or Timbre. 

Pluck a long stretched wire (10 or 12 feet) near one end ; as it 
vibrates touch it in the middle lightly ; it is now unable to vibrate 
as a whole. 

On placing the ear near the wire the octave is heard ; the 
wire is vibrating in halves (fig. 77, A). Experienced ears can 
detect the octave while the fundamental note is sounding. 



tf^~ 




The wire may be represented swinging, as in fig. 77, A; 
on damping in c^ the segments ac, cb alone vibrate. 

The wire may also divide into three portions, a note having 

L 
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three times the number of vibrations of the fundamental being 
produced at the same time as the fundamental (fig. 77, B). 
These other sounds produced are called harmonics or 

OVERTONES. 

In strings their vibration numbers, compared with the 
fundamental as i, are as 2, 3, 4, 5, 6, etc. ; i.e. octave, 12th, 
double octave, etc. 

In fig. 77, the amplitude is greatly exaggerated. 

The vibrations of the segments, are taking place at the same 
time as the string vibrates as a whole. 

The overtones^ combined with the fundamental^ give the 
QUALITY of the note^ or the timbre. 

If we wish to produce the 12th say, we must avoid plucking 
at any point (see fig. 77, B) where a node of the 12th would 
come ; the best place will be a ventral segment, that is \ from 
one end, or in the middle. 

Piano-strings are struck by the hammer, between \ and \ 
from one end, thus avoiding any point that would interfere 
with the production of the first set of overtones. 

The piercing quality of sounds is generally due to the 
presence of high harmonics. 

Examples. X. 

1. What are harmonics, or overtones ? how can you show their presence 
by using a stretched wire ? 

2. Explain * quality ' as applied to musical sounds. 

3. What is the reason that the hammers which strike the strings of a 
piano-forte are made not to strike the middle of the strings ? Why are the 
bass strings loaded with coils of wire ? 

4. Explain how the pitch of a note given by a string vibrating trans- 
versely depends upon its length, size, and tension. State the effect which 
is produced, by touching, for an instant, a point of a vibrating string. How 
ought this to influence a violin player, as to the position where he should 
bow the string ? 

5. How would you prove experimentally, that the tone of a stretched 
string vibrating transversely, is compound in its nature ? If you wish to 
express the second harmonic, the twelfth above the fundamental, where 
would you pluck or strike the string? 

6. In what respects is it possible for two musical notes to differ from, 
each other, and on what physical causes do the differences depend ? 
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29. Transverse Vibration of Rods, 
Clamp a knitting-needle in a vice and pluck its point ; it vibrates ; 

if the vibrations be rapid enough a lone will be produced (fig. 78). 

Shorten it and produce a sound. 

By using the style and smoked glass examine the motion. 

The length of the rod is ^ of a wave length. Shorten the 
rod ; the pitch rises. 
The vibration num- 
ber is inversely as the 
square of the length. 
If the lengths be as 
I, \, J, f, etc., the 
vibration numbers 
will be as i, 4, 9, ^, 
etc 

Musical boxes are 
composed of rods, 
' fixed at one end; the 
small projections in 
the barrel set the 
tongues vibrating. 

If the rod divide- 1 
into segments, while 
producing the fun- 
damental, so that 
the first harmonic or 
overtone is also pro- 
duced, the tip must a F1G.76. b 
always be a loop and 

the fixed end a node. The first possible division is as in figure B, 
The vibration number of the first overtone thus produced, is 



tQ that of the fundamental as 5' is to 2". The rates of the 
overtones ftom the first, are as the squares of 3, 5, 7, etc. 
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If a rod be free at both ends, its fundamental note is 
produced by clamping it at a point between J and ^ of its length 
from the end. 

Support a strip of glass on two rests, 
each \ of the length of the strip from 
each end ; tap it with a penholder ; its 
fundamental note is heard (fig. 79). 

Several such glasses, properly cut, 
form the glass harmonicon (fig. 80). 

30. TUNING-FORK. 

When a rod, free at both ends, is 
bent, the nodes approach each other. 
This is the case in the tuning-fork, 
where the nodes are near the root. 
The fork vibrates, as in fig. 81, and thus the handle is moved 
up and down and communicates its motion to a sounding- 
board. 

Clamp the tuning-fork, so that the prongs are 
horizontal ; sprinkle sand upon it, bow it, and find 
the position of the nodal lines. 

The tuning-fork is remarkably free from har- 
monics, that affect the quality of its sound. 

Examples. XT. 

1. A knitting-needle, 6 inches long, vibrates jotimes in a 
second ; it is divided into two equal parts. How often will 
each part vibrate per second ! 

2. The fundamental note of a rod lixed at one end is C ; 
what is the first harmonic ! How are their vibration numbers 
related ? 

3. Describe the tuning-fork. How would you show the 
presence of nodes! 

'"' '■ 4. Stale the laws of the transverse vibrations of rods fixed 

at one end. What relation holds between the number of vibrations for 
overtones in such rods ! 
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CHAPTER VII. 

VIBRATION OF AIR IN TUBES— LONGITUDINAL 
. VIBRATION OF RODS, 

31. Open and Stopped Pipes. 

In previous experiments sound has been produced by solid 
bodies. Gases are capable of being thrown into vibration and 
producing sounds when they are confined in tubes. 

The music of Pan's pipes, the note produced by blowing 
across a key, are examples of such sounds. The straw and the 
key take no part in the vibration, as the sound does not depend 
upon the material of which the tube is composed, and the sound 
is not changed or prevented by touching the tube at any point. 

Make 4 cardboard tubes i'^ diameter, 16", 12'', 10'', and. 8^' 
long. Cover one end by gluing on circles of cardboard. Resting 
the closed ends on the table, allow them to fall one after the other ; 
the four notes Dob, Me, Soh, Doh", due to the air in the tubes 
vibrating, will be distinguished. 

The vibration numbers of these sounds are as 4 : 5 : 6 : 8 j 
the lengths of the pipes are as 8 : 6 : 5 : 4. 

Take a glass tube ; close one end with the finger (a stopped 
pipe) and blow across the other end ; remove the finger (open pipe), 
again blow ; the octave is heard. Repeat this with tubes of various 
lengths. 

The sound produced by the air in a stopped tube is an oc- 
tave lower than the sound produced by the air in an open tube. 

32. How the Air Vibrates in Pipes. 

The distinction between a progressive sound wave and a 
stationary wave must be clearly understood In a progressive 
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wave each successive particle moves from its position of rest 
a little later than the preceding one (§ 7). In each half of 
a stationary wave (a pulse), every particle begins to move at the 
same time. 
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Fig. 83. 

Imagine AB (fig. 82), a stationary pulse caused by particles 
vibrating transversely (across the direction of the wave). Divide 
the distance AB into 1 2 or any number of parts ; draw transverse 
lines ; each particle D, E, F, etc., moves with harmonic motion, 
but ail begin moving at the same time and mmte always in the 
same direction. The amplitude is o at the nodes, and is greatest 
at the ventral segment. 

In \ period the position is ArB 

„ ACB 
„ Ar'B 
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In sound waves the particles move with harmonic motion^ 
but the particles move in the line of direction of the wave, 
and again the amplitude is less as the particles are near the 
nodes. 
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33. Longitudinal Vibrations of Air Particles — 
Stationary Sound Waves. 

Imagine, then, that each line, D, E, F, etc., be twisted in the 
direction of the hands of a watch, on D, E, F, etc., as centres, so 
as to he along A B, and that the particles vibrate as before along 
cQtf, hYik', vibrating longitudinally instead of transversely. 

The position of the particles at each quarter -period is shown, 
in the four lower diagrams of fig. 82 ; all the particles in a 
half wave-length, move in the same direction at the same time 
and for the same time, their amplitudes increasing from the 
nodes. It is seen that A and B (nodes) do not move, also that 
the greatest rarefaction and the greatest compression take place 
at A and B. The least rarefaction and least compression are 
at the ventral segment. 

The stationary sound wave may also be studied by the aid 
of fig. 83. 



Place a slit (fig. 64) on the dotted line of fig. 83, and draw 
the book beneath the slit in the direction of the arrow. The 
dots seen form the half of a stationary wave. 

The central line (straight) represents a node, the outside 
curves the ventral segments. The curves inform us that the 
amplitude is smallest at the nodes. 
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Suppose you have a stopped tube giving its fundamental 
note; then the mouth must be a ventral segment, and the bottom 
a node. The tube is shown in outline, fig. 82. The bottom is 
represented by A, the mouth by C, and the depth of the tube 
is i the wave length (A B is one half wave-length). 

The motion of the particles can be studied by examining 
the position of the dots from ^ to ^ at each quarter-period ; 
compare their positions with the quarter-periods, when the 
vibration is transversal. 

It is in this manner that the air particles move in a stopped 
tube, when the fundamental note is sounding. The particles 
would of course be infinitely nearer to each other ; a large 
number instead of one would occupy any section of the tube, 
and the amplitudes would be very small. 

Insert a cork loosely in a glass tube ; arrange so that the cork 
is 12^' from one end ; blow gently across the mouth and note the 
sound. Call it Doh. Push the cork until, on blowing, the third (Me) 
is heard ; measure the distance from cork to mouth : proceed 
similarly for Soh and Doh^ 



Note 


Vibration No. of 


Length of 


\nbration No. of 




stopped pipe 


tube 


open pipe 


Doh (i) 


4 


12 


8 


Me (J) 


5 


9 


10 


Soh (^) 


6 


7i 


12 


Doh'(2) 


8 


6 


16 



12 : 9::7^::6 = 8 : 6 : 5 : 4. 

In stopped pipes the number of vibrations per second is in- 
versely as the length of the tube. 

Remember, that the ratio of the vibration numbers (column 
2) has been determined by the siren and Savart's wheel. 

An open pipe yields a note with twice the number of vibra- 
tions per second, that the stopped pipe yields (§ 31). The 
number of vibrations for the open pipe (column 4) is thus ob- 
tained at once. In the above table these numbers are as 
4:5:6:8. 

Therefore^ in an open or in a stopped pipe^ the number of vibra- 
tions per second is inversely as the length of the tube. 
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In blowing across a tube it is not always easy to obtain a 
good musical sound ; the relation between the notes is, how- 
ever, easily perceived. 

34. Overtones in Open and Stopped Pipes. 

Blow strongly across a closed tube ; another note much 
higher than the fundamental note can be heard ; this is the first 
overtone ; it is the 12th above the fundamental. Remember, the 
overtone was sounding before, but we could not detect it. 
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F 



y 



II 



I 



Fig. 84. 

B, fig. 84, represents the tube giving the fundamental ; the 
particles of air move towards the bottom and back. In E the 
first overtone is produced ; the node is marked by the line. The 
particles will be alternately moving to and away from the node. 
(Draw the tube with the arrow-heads reversed.) H represents 
the nodes when the next overtone is produced. The lengths 
of the quarter-waves, and therefore of the whole waves, are as 

I : 3 : 5 : 7> etc. 

These represent the ratio of the vibration numbers of the 
fundamental and the overtones. 
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An open pipe gives a note an octave higher than a closed 
pipe of the same length ; it gives the same note as a closed 
pipe one half its length. It is, in fact, unimportant for the 
fundamental note, whether A, D, and G aie formed each by 
single pipe open at each end, or of two equal closed pipes, 
the closed ends being in contact (Examine the figures.) 

In addition to the nodes in A, D, and G obtained by joining 
two closed pipes, the aii can vibrate in an open pipe, as in C 
(this is the first overtone of an open pipe), and as in F. 

One-quarter wave-lengths (,-, whole wave-lengths) of the 
fundamental and overtones are in open pipes as i : 2 :. 3 : 4 : 5, 
etc These give the ratio of the vibration numbers of the funda- 
mental and the overtones or harmonics in open pipes. By 
blowing with sufficient force, these overtones can be heard. 

77u comMnation of ovtrtonts with the fundatntntal, gives the 
quality of the sound in any instrument. 

35, Production of Soukd in Tubes. 



Take a tuning-fork of low pitch, 
hold it in the hand, and cause it 
to vibrate Hold it over a tall jar 

about 18" long (fig. 85, A). Pour 

height the note suddenly becomes 
reinforced. Measure from the 
mouth to the water ; pour more 
water in ; the sound disappears. 
This strengthening of tbe sound is 
called RESONANCE. By pushing a. 
cork up a glass tube (a lamp glass) 
the same results are obtained (fig. 
85, B). Try another fork, G ; again 
obtain the required depth; remove 
the tuning-fork and blow across the 
mouth ; tbe same note is heard as 
that produced by the fork. 

Resonance in a stopped tube is possible, when the air can 
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be set in vibration, so as to produce the same sound as the 
sonorous body produces. 

Measure the depth of the tube in a few experiments. 



Name °of fork 


Vibration No. 


Length of sound wave 
(calculated) 


Depth of tube 
(measured) 


c 

G 
C 


256 

324 
512 


VW ft. = 52 inches 
SVV » = 35 „ 
VW » = 26 „ 


13 

H 

6| 



The depth of the resonant tube is one quarter the wave 
length ; this agrees with the conclusion in section 33. 

Cut a number of tubes the required length ; glue circles of card- 
board to one end. These form resonators. 

If resonating tubes open at both ends be used, they will be one 
half the length of the open tubes. 

Take two tuning-forks in unison ; sound one ; stop it. The 
other fork is found to be vibrating. Sing a clear note near a piano ; 
a certain wire will respond to the note. It is the same wire that^ 
when struck, produces the note. 



36. To Make a Resonant Box for a Tuning-Fork. 

The box should be made of thin wood and be about 3^'' wide, 
i^^^ deep. Glue the sides together. Glue a reel on to the top ; in- 
sert the tuning-fork in the hole of the reel. The box should rest 
on short lengths of india-rubber tubing. 

Calculate roughly the lengths of the boxes thus : 



length in inches = 



1120X 12 
vibration No. 



4. 



Test with fork and tube before finishing. 

The vibrations are communicated to the top ; this, being thin,, 
vibrates ; the column of air takes up the vibrations. 

It should be remembered that in all cases of resonance, 
while the note is reinforced, it sounds for a shorter time. 

If it be required to keep the tuning-fork vibrating a long time 
hold it in the hand ; the sound is feeble. Place it on the resonator ; 
the sound is full, but it soon ceases. 
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Examples. XII. 

1. What is meant by a stationary wave ? Compare it with a progressive 
-wave. 

2. Calculate the depth of a resonant jar for a fork marked 256. What 
is the length of the sound wave ? 

3. How do the harmonics aflfect the sound produced by a tube ? 

4. If you blow across the open end of a key, you can frequently obtain 
a shrill note. What connection is there between the length of the key and 
the shrillness of the note ? 

5. A tuning-fork, making 384 vibrations per second, is held over a 
cylindrical jar filled with air, in which the velocity of sound is I icx) feet 
per second. What must be the length of the jar in order that it may be 
best adapted to resound to the fork ? What is the length gfthe wave sent 
out by the fork ? 

6. When a tuning-fork is set in vibration, and held close to one end of a 
glass tube 20 inches long and open at both ends, an augmentation of sound 
takes place. If the tube be longer or shorter than 20 inches, the increase 
of sound is not so great. How do you explain these facts ? and how could 
you calculate from them the pitch of the tuning-fork ? 

7. A tuning-fork C gives 256 vibrations a second ; it is held over the 
open end of a pipe closed at one end, which gives the same fundamental 
tone as the fork. Explain the change of state of the air in the pipe during 
the complete vibration of the fork. 

8. Explain how to determine the time of vibration of a given tuning- 
fork, and state what apparatus you would require for the purpose. 

9. A stopped pipe 2 feet long and an open pipe 4 feet long give the 
same fundamental notes. How do these two notes differ in quality ? What 
determines the quality or timbre of a note ? 

37. Reeds. 

A column of air can be set vibrating by the vibrations of 
an elastic plate, as in the case of the clarionet. The simplest 
form is the pipe made of straw. 




Fig. 86. 



A straw is cut off above a knot ; this gives the closed end. The 
straw is slit upwards by a sharp knife for about one inch. The slit 
part is placed in the mouth and by blowing r r vibrates ; r r can 
vibrate at different rates^ but one note is characteristic of the pipe. 
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The length r s determines this note ; rr vibrates so that the note 
it produces is reinforced by the air vibrating mrs. 

r r is an example of a beating reed. If the tongue rr could 
pass through the slit, into the pipe, it would be termed a free 

38. Organ Pipes. 
The construction of organ pipes will be understood from 
fig. 87. Air enters at P, and emerges at / ; the current 



Fig. S,. 



strikes against the lip <t ; the air is compressed, forces a 
outwards, and escapes ; a by its elasticity springs back ; this 
is repeated, a series of puffs escapes, and exactly as in the 
siren a note is produced. The length of the pipe is so arranged 
that it acts as a resonant tube to these pulsations. Its length 
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can be determined by what has been said of closed and open 

pipes. 

The overtones follow the same laws as the simple pipes. 
Fig. 87, F, is the section of a flageolet ; omitting the holes 
on the under side, it is the ordinary whistle. When the holes are 
closed, the whole of the air in the whistle vibrates. If a finger 
be lifted, the hole determines the position of a ventral segment, 
and therefore the pitch of the note. 

39. To Measure the Speed of Sound in Gases bV 

Using Pipes. 

With a tuning-fork A, vibration number 440, find the velocity of sound 
In air, and in coal gas. 

By means of a jar find the length of a closed resonant tube 

<§ 35). 

This length = 7*6 inches, 

/. 7*6 is i wave length, 

.•. I wave length = 30*4 inches. 

440 of these vibrations occur in one second. 

/. 30*4x440 inches = speed of sound in air =11147 
feet. Verify by using an open tube. 

Fill the tube with coal gas. Hold the tube mouth downwards 
over a gas jet ; push the cork, until the tube acts as a resonant 
tube to the fork. A closed tube filled with coal gas reinforces 
the note at a depth of 10*5 ins. ; 

.•. length of wave in coal gas = 42 ins. ; 
.'. speed of sound in coal gas = 42 ins. x 440= 145 7 ft. 

Repeat the same experiments with hydrogen gas, and 
carbonic acid gas, as with coal gas. 

40. To Show the Presence of Nodes and Loops in 

Pipes. 

(i) A child's wooden whistle is cut off just behind the first 
finger-hole and fastened into a glass tube three times its length ; 
the end is closed with a cork, and fine sand is sifted into the 
tube. When the fundamental note is sounded, the dust is set 
in motion and accumulates at the nodes (fig. 88). 
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{2) Make a small tambourine by covering a circle of wire 
" radius tightly with tissue paper ; when an organ pipe with a 



glass front is sounding, lower the tambourine, on which sand 
is sprinkled ; the fluttering of the paper 
and the movement of the sand indicate 
the position of the loops (fig. 89). 

Examples. XIII. 

1. Explain the way \a which the air vibiates in 
.an open oigan pipe sounding its fundamenial 
Hole. How would you show the state of motion 
of the air » 

2. In the case of an open ot^an pipe which is 
sounding its fundamenial note, stale clearly (i) 
in what manner and direction the air particles are 
moving i (i) how the wave in the pipe is pro- 

3. By what means would you lest the state of 
disturbance of the air at any part of an open organ 
pipe, when r musical note is being produced in 
it ! What is the stale of the aii in the pipe when 
the first hannonic is being produced in it ? 

4. A stopped organ pipe 4 feet long, and an 
open organ pipe i z feet long, ate sounded. How 
ate the notes related to each other? Do they 
differ from each other in quality, and, if so, why ! 

^. Assuming the velocity of sound in air to 
he iizo.feet pet second, determine the length of 
the wave produced in air by a tuning-fork vibrat- 
ing 384 times per second. Determine also the 
length of an open organ pipe which would yield 
the same note as the tuning-foik. 

6. Explain how to divide an open oigan pipe ^' 

into two parts, so that, both being open oi^an pipes, the note given by one 
of the parts, is the octave of the note given by the other. How are these 
notes related to the fundamental of the whole pipe t 

7. Describe a method of testing the state of the air at any part of an 
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open organ pipe when a musical note is being produced from it. What 
result will be obtained by the test, when the first harmonic is being produced 
from the pipe ? 

8. What is the relation between the wave leng^th in air of a note, and 
the length of the closed organ pipe which resounds to it ? Account for the 
difference in the quality of notes of the same pitch, from a closed, and open 
organ pipe. 

41. Longitudinal Vibration of Rods. 

Fixed at both Ends. 

Draw the violin bow along the string of the sonometer, or rub 
it in the direction of its length. 

The sounds are produced by the particles vibrating in the 
direction of the length of the rod, and forming stationary waves,, 
as they did in the case of the vibrating columns of air in pipes. 

These experiments should be performed with a wire or rod 
as long as possible. In the fundamental note, if both ends be 
fixed, the particles move first in the direction of one end, then 
in the direction of the other, forming the half of a stationary 
wave. (Consider the whole of the particles in fig. 82 in the 
four periods.) Damp the rod in the centre ; the octave is heard 
and C becomes a node. All the particles move towards C, then 
away from C. The number of vibrations is inversely as the 
length of the rod. The vibration numbers of the fundamental 
note and the harmonics are as i, 2, 3, 4, 5. If the rod be 
rubbed at any point, a node cannot form there ; thus certain 
harmonics will be suppressed. 

Fixed at One End, 

Clamp a rod at one end, and cause it to vibrate longitudinally^ 
by drawing a rosined cloth along it ; the clamped end is a node, 
the free end the middle of the ventral segment. 

How do the particles vibrate ? ' A small glass bead placed op- 
posite the free end is forced away by the vibrations. The rod 
is like a stopped pipe giving the fundamental, and the wave 
length in the material is four times the length of the rod. As 
the rod is shortened the pitch rises. By taking half the length 
the octave is heard ; one-third the length, the 12th. 
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The vibration number is inversely as the lengtn of the rod. 

The vibration numbers of the fundamental, and the har- 
monics or overtones, as in stopped pipes, will be as i, 3, 5, 7, 
etc. 

The stopped pipes were used to determine the speed of 
sound, in the gas filling the pipes. Try this with the rods. 

Clamp a rod of oak 7 feet in length at one end; draw the resined 
glove along it until a note is heard ; shorten it until it agrees with 
the tuning-fork whose vibration number is known ; aid this sound 
with a proper resonant jar. 

Suppose the fork to be marked, 512 ; the rod to be 6 feet 

3 inches, 

/. I wave length = 25 feet. 

Wave length x number of vibrations per second = speed \ 

25x512 = 12800 feet per second=speed of sound in oak. 

Or suppose we arranged that a resonant jar gave the note pro- 
duced by the oak, and we measured the depth of the jar (6*6 
inches) : 

wave length in air_ 4x6*6 ins. 22 __ 88 



» 



„ oak 4 X 6 feet 3 inches 250 1000 
_ speed in air 



„ oak 

speed in air = 1 1 20 feet per second. 
/. „ „ oak =12,728 „ „ 

By using different woods or metals, and by cutting them 
down to give the same note, the speeds can be compared. 

Fixed in the Middle, 

Clamp the long glass rod in the middle and excite it longi- 
tudinally ; a pure sound is heard. The middle is a node, the 
end a ventral segment. 

The pitch is inversely as the length of the tube ; the tube is 
like an open pipe. 

The vibration numbers of the fundamental and the har- 
monics will be as i, 2, 3, 4, 5, etc. 

M 
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Arrange a resonant jar to sound C (512 vibrations) ; clamp a rod 6f 
beech 10 feet long in the middle, and make it vibrate longitudinally ; 
shorten the rod until it is in unison with the jar 

The jar was 6 ins. The rod clamped in the middle was 
9 feet. 

The wave length in air = 4 x 6\ ins. = 2 feet 2 ins. 
„ „ „ beech = 2x9 feet =18 feet. 

Number of wave lengths x length of the wave=speed in 
feet per second. 

/. speed in air = 2 feet 2 inches X5i2 = ii2o feet per second. 
Speed in beech = 18 feet x 512 = 9216 feet per second. 

Or we might reason at once : — 

The speed in air _ 6^ ins. _ 13 
„ beech 4 feet 6 ins. 108 ' 

/. speed of sound in beech =ii2ox — = 9216 feet per 

13 
second. 

42. Kundt's Method of Determining the Speed of 
Sound in Gases and Solids. 

Refer to § 40. A vibrating column of air is able to act upon 
light powder and show the presence of nodes and segments. 

Use a thin tube 10 feet or 12 feet Jong, 2 inches in dia- 
meter ; clamp it in the middle ; cause it to vibrate. 

Scatter lycopodium powder in the glass tube and excite it ; the 
powder arranges itself in heaps. It is thrown from the vibrating 
parts, and collects at the nodes. 

What do these heaps of powder mean ? The length of the 
glass tube is equal to ^ a wave length of the sound wave in glass. 

The same sound in air, has sound waves whose nodes are in 
the positions marked by the heaps in the tube. 

Measure the glass tube. It is 10 feet 4 inches long. The 
distance between the nodes =■ 8 inches : 

. speed of sound in glass _i24_i5*5. 



» » » 



air 8 
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/. the speed of sound in glass = 1120x15*5 = 17360 feet 
I)er second. 

Take a glass tube 6 feet long, fit a cork b into one end, so 
that it can be moved with a little effort. To a 
glass rod A' 6 feet long attach a light cardboard disc 
{a\ that fits lightly into the tube ; clamp the middle 
K of the rod securely ; dust the inside of the large 
tube with lycopodium powder. Draw a resined cloth 
along the rod ; the longitudinal vibrations are trans- 
mitted to the air in the tube. The powder forms in 
heaps; these heaps are nodes, as the powder is whirled 
about at the segments, and accumulates at the nodes 
on account of its lightness. Move b until the heaps 
are well defined. 

The column of air a b\^ set vibrating by the vi- 
brations of the glass rod. 

Count the number of nodes, and measure the 
distance ; thus obtain the average distance between 
two nodes ; this equals half a wave length in air 
= 4^ inches say. 

The wave length in glass (§ 41) = 4x3 feet =12 
feet ; 

. speed of sound in air_9 inches _ 9 _. J_ 

„ „ „ glass 12 feet 144 16' ^ 

By using a brass rod the speed of sound can be 
ascertained in brass. 

Ha\nng obtained the speed of sound in brass, 
lead dry hydrogen into a b^ and thus calculate the 
speed of sound in hydrogen. 

Refer to table, § 5. 

The student will see how such figures can be 
obtained. 

Examples. XIV. 



-A 
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1. Explain the relation between the length of a rod of a given material, 
and the pitch of a note produced by it under longitudinal vibrations. 

2. When rods of the same length, but of different materials, are held in 
the middle, and rubbed with a resined glove in the direction of their 

M 2 
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length, explain why musical notes are produced, and why they are of 
different pitch. 

3. A glass rod 4 feet long is clamped at its centre, and when rubbed 
from centre to end with a wet cloth, emits a musical note. Explain how this- 
note is produced. What similarity is there, if any, between the mode of 
production of this note, and the mode of production of the fundamental 
note of an open organ pipe ? 

4. Explain a method of comparing the velocity of sound in a rod, witk 
its velocity in air. 

5. A musical string vibrates 400 times in a second : state what occurs 
when you make the length one-third and four times the original length 
without altering the tension ; and also what occurs when the tension is- 
made four times and one-ninth the original tension, without altering its 
length. 

6. The flash of a gun-cotton rocket, exploded at a height of 1000 feet 
in the air, is seen by a person six miles distant. Some time afterwards the 
sound is heard. How many seconds elapse between the flash and the 
sound? One thing which is purposely omitted ought to be taken into- 
account. What is it ? 

7. What is the cause of the variations of pitch produced by the fingering, 
of the common flute ? 

8. An open and a stopped pipe are tuned to give the note C. The 
hearer can detect a difference in the notes. What is this difference and 
how is it caused ? 

9. When a cannon is fired, windows are sometimes broken. Why is 
this? 

10. A stretched wire emits in general a different note when it is struck 
or rubbed cross-wise, from what it produces when it is rubbed length-wise 
by a resined pad. Explain the difference ; and show by a diagram the 
state of the wire's disturbance in the latter case as regards displacement, 
and as regards extension and compression at its middle point. 

11. A silver and an iron wire of the same diameter, are stretched by 
weights of 4 and 36 pounds respectively. When plucked transversely they 
produce the same sound. The density of silver is 10*5 and iron 7*8. Find 
the lengths of the wires. 

12. What is the length in feet of the sound waves, and the number of 
vibrations per second, of a certain tuning-fork to whose note a tube of air, 
at normal pressure and temperature (sound speed, 1085 feet per sec), I a 
inches long, closed at the bottom and open at the top, responds ? 

Show by wave-line figures the air*s states of alternate condensation and 
rarefaction in the tube in the case described, and also when the tube re- 
sounds to a fork an octave higher in pitch than the former one. 
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CHAPTER I. 

RECTILINEAR PROPAGATION OF UGHT^SHADOWS^ 

PHOTOMETRY. 

I. Introduction. 

From observation we conclude that light comes from bodies 
that are burning. Light seems to dance off a piece of look- 
ing-glass and then affect our eyes ; we know the looking-glass 
is not on fire. The sea, the surface of a pond at times, looks on 
fire ; we know that this is not in reality the case. The looking- 
glass and the sea reflect the light of the sun. 

Bodies from which light proceeds are called luminous bodies. 
If the light be due to the burning of the body, as is the case in 
the candle and the fire, the bodies are self-luminous. Many 
bodies are like the looking-glass and merely reflect light 

Light proceeds from the sun, and passes through the space 
between the earth and the sun, through the atmosphere, through 
clear glass, roughened glass, paper, and other bodies. It is 
stopped by several sheets of paper, or by brick walls. 

A substance through which light passes is called a 

MEDIUM. 

Substances that allow light to pass, so that objects can be 
clearly distinguished, are called transparent ; such are glass, 
the air, water. 
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If light pass through substances, but objects cannot be 
clearly distinguished, the substances are called translucent ; 
such are roughened glass, oiled paper. The metals generally, 
if in thin layers, are translucent 

Opaque substances do not allow light to pass through, as 
gold, bricks. 

A MEDIUM is called homogeneous^ when its composition and 
density are the same throughout Water, carefully prepared 
glass, the atmosphere if we consider only a small part of it, 
are homogeneous bodies. 

2. Propagation of Light — Ray and Pencil 

OF Light. 

In a homogeneous medium light is propagated in straight 
lines. This is our everyday experience : we never expect 
to see round a corner. If we wish to see through pinholes 
made in three pieces of cardboard, we place the holes in a 
straight line. The sunbeams as they track their way through 
the room are straight. Any statement affirming that light could 
be bent, we should reject, unless the experiment could be 
performed. 

The reason, for the insertion of the word homogeneous, will 
be shown later. 

When light proceeds from a luminous point it is sup- 
posed to be made up of rays. Such rays will of course be 
straight lines. 

A number of rays form a pencil of light ; as light proceeds 
in straight lines, the pencil will generally be a cone, or a 
cylinder if the rays be parallel. 

Place in the stage of a magic lantern, a blackened card with 
a hole in the centre, ^" in diameter ; focus the image of the hole on 
the wall. Hold a piece of smouldering paper near, and notice the 
cone of light. Imagine this cone to be made of an enormous 
number of rays. 

Examine a pencil of light from the sun, passing through a hole 
in a shutter ; the rays are parallel ; the pencil is a cylinder. 
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3. Shadows — Umbra — Penumbra. 
It follows, that if light travel in straight lines, part of the 
space behind an opaque body, is protected from the source of 
light in front of it; the opaque body casts a shadow. 

Use a candle or a lamp as a source of light, a square piece of 
cardboard i inch side for the opaque body, a square of translucent 
paper (ordinary foolscap) for the screen. Turn the edge of the 
flame to the cardboard. The centre of the shadow is very dark ; 
round the edge, the darkness is not so marked. Make pinholes in 
various parts of the screen, and look at t!ie light, through the pin- 
holes, from behind the screen. Through the pinholes in the darkest 
part, no part of the tlame can be seen ; through the medium dark- 
ness of the border, ^iir/ of the dame can be seen; that is, this part is 
^ar^/y illuminated by the flame. 

The part of the shadow, from which no part of the luminous 
body can be seen, is called the umbra ; the part, from 
which a portion of the luminous body can be seen, is called 

the PENUMBRA. 

Examine the cases when the object is greater than, equal 
to, and less than the source of light 

Object Greater than (he Source of Light. 
Use a ball M as the object ; place a black screen, with a small 
bole da, in front of the lamp ; the light appears to come from ba. 



The umbra is in all cases greater than the object, and the 
shadow will increase in size, as the screen is moved away. 
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Oiject Equal to the Source of Light. 
Use the lamp with a ground globe, and a ball of equal size. 
The umbra will remain the same size as the object, at whatever 
distance the screen is placed. 

Object Smaller than the Source of Light. 
Apparatus, a lamp S with a ground globe, a ball £, a 



The umbra is always smaller than the opaque body ; it 
decreases in area as the screen is moved away, and beyond 
C only penumbra will be seen. 

Test these results by using the screen, and by observing 
through pinholes. 

4. Eclipses. 
The sun is larger than the earth ; the moon is smaller than 
the earth. When the umira of the moon falls on the earth, 
an eye placed in the umbra, will be unable to see any part 
of the sun. Total eclipse is produced. Where the penumbra 
falls, there will be partial eclipse ; part of the sun will be seen. 
In iig. 92 S represents the sun, M the moon, E the earth. 
The objects and distances are not constructed to the proper 
scale. 

Place a screen in the position of the earlh, and examine the 
appearance through the pinholes. Move the screen awayfrom S ; 

beyond C, all will be penumbra. ■ ■ 
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A person, in this penumbra, will see a black circle sur- 
rounded by 2 bright ring A ; an annular eclipse is produced. 

If the moon pass into the shadow, cast by the earth, an 
observer on the latter will see the moon eclipsed, partially if it 
be panially in the shadow, touUy if it be entirely in the shadow. 
We also learn that the moon is not self-luminous ; it merely 
reflects the sun's light. 



As we reduce the size of the source of light, the penumbra 
is reduced. If the luminous body were a point, there would 
be no penumbra (lig. 93). 

5. Intensity of Light, 

The quantity of light received on a unit of surface (a square 
foot or square inch), is called its intensity. 

Seeing that light is propagated in straight lines, it follows, 
as in the case of sound and heat, that its intensity diminishes 
inversely as the square of the distance from the source of light. 

Illustrate this law in this way : — 

Suppose the light to come from a luminous point. We can 
approximate to this by placing in front of a flame, held side- 
ways, a sheet of blackened paper with a hole made by a needle, 
and regard the hole as the source of light, or cover the lantern 
with a cap, in which is a small hole. A candle may be used 
for a rough experiment (fig. 94). 

Place a square of cardboard A, of 1" side, one foot from the 
hole, or the candle ; and a white screen B two feet away ; the 
shadow is 2" side, therefore 4 square inches in area. 



I70 Light 

If the small piece of cardboard be now removed, the 4 square 
inches of screen in shadow, at a distance of 2 feet, will receive the 



light that I square inch received al a distance of 1 foot Try various 
positions and n 



Distance of object 


SiM of object 


Distanceof shadow 


Size of shadow 


I 
2(B) 


4 


i(c) 


4 
9 
9 



By doubling the distance the intensity becomes one fourth. 
By trebling „ „ „ „ „ ninth. 

The intensity of light at distance 2 : the intensity of light at 
distance 3 

asi:f 

In the above positions incline the screen ; a greater portion 
is in shadow ; i.e. if the square were removed, a greater portion 
of the screen would be illuminated, and therefore the intensity 
..^ould be diminished. 

The intensity varies inversely as the square of the distance 
from the luminous body. 

The intensity changes with the inclination. 



tt 
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Examples. I. 

1. Explain the terms pencil, rayi^ mediunir 

2. What is meant by the umbra and penumbra of a shadow ? How 
could you show by experiment that from the penumbra, part of the lumi- 
nous body can be seen ? 

3.. A small ball is held before a luminous point ; draw and describe the 
form of the shadow on the wall. Will there be a penumbra ? Replace 
the luminous point by a luminous area. What effect will this have on the 
shadow ? 

4. Describe and illustrate a total eclipse of the sun. A person sees a 
partial eclipse ; is he in the umbra or penumbra of the shadow ? 

5. Suppose light proceeds from a Ijiminous point 12" distant from a 
screen: a piece of square cardboard 4" side is held parallel to the screen, 4' 
from the luminous point. Find the area of the shadow. 

6. In No. 5 the screen is inclined to the cardboard ; how does this 
affect the area of the shadow ' 

6. Photometry. 
The law of inverse squares leads to a useful result. 

Take a cylinder of wood 18 inches high, i inch diameter ; a 
square of white cardboard 2 feet side ; a lamp or gas flame, and a 
candle. Place the cylinder near the screen, and the candle at a 
distance of 18'^ from the screen. The lamp or gas flame should 
be the same height as the candle flame. Move the lamp until 
the shadows of the cylinder appear side by side, and equally dark 
(fig- 95, A). 

■ 

Now, as the candle illuminates Si and the lamp illuminates 
S'i (fig- 9S> ^), the candle and the lamp cast the same quantity 
of light on the screen. And, as the quantities of light received 
at Si, S2 are equal, by the law of inverse squares, the illuminat- 
ing power of the lamp, is to the illuminating power of the 
candle, as the squares of their distances from S2 and Sj. 

Measure the distances. L, S2 = 59 ; L2 Si = 24. 

Then illuminating power of L : illuminating power of C 

as Li Sa* : L2 Sl^ as 59^ : 24^ as 3481 : 576, as 604 : i. 

The light of the lamp is equal to the lights of 6 candles. 
This instrument is Rumford^s Shadow Photometer, 
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A pkotemeter is an instrument for measuring the compara- 
tive intensities of lights. 



The lamp and candle should be at a greater distance from 
the screen than is shown in the drawing. 



7. Bunsen's Grease-Spot Photometer. 

Make a grease-spot on a sheet of paper. Place the paper 
between your eye and the light ; the spot is seen by transmitted 
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light, and appears light on a dark ground. Place it against the 
wall, so that the light falls on it. The spot is seen by reflected 
light, and appears dark on a light ground. 

If the light falling on both sides of the paper, be of the 
same intensity, the spot appears the same as the surrounding 
paper. This experiment illustrates the principle of Bunsen's 
photometer. 



To Make a Bunsen or Grease-Spot Photometer. 

Cut two circular (or square) frames of cardboard, ^'^ outside 
measurement, 5^^ inside ; stretch a circular piece of writing-paper 
f diameter, and paste it on one frame. Paste the other frame and 
place it above the paper ; press and leave it to dry. Drop in the 
centre of the paper a spot from a stearine candle ; after a few 
minutes remove it with a knife. Place the paper between two 
pieces of blotting-paper, and run over the blotting-paper with a 
hot iron or warm piece of glass. Trim the edges. Make a slit in 
a rod of wood, fix the frame in this ; insert the rod in a block 
^/z j^ ^ff ^ j// 'j'jjg grease-spot should be Z" from table. Divide 
a line on the table into inches. Place the photometer as in fig. 96. 
The wick of the candle and the gas flame should be the same 



height. 




Fig. 96. 



To compare the intensity of a gas flame with a candle flame, 
move the photometer until the spot cannot be seen; the 
illumination on each side is now the same. Remember the law 
of inverse squares : 



Distance of gas 35", 
„ candle 9" ; 
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/. illuminating power of candle : illuminating power of gas 

:: 8i : 1225, 
:: I : 15*1. 

The gaslight is equal to the light of 15*1 candles. 

The reports concerning the illuminating power of gas are 
obtained by the above methods. 

The standard candle is a sperm candle, 6 to the lb., burn- 
ing at the rate of 120 grams in an hour. 

To Verify the Laws of Inverse Squares. 

Cut a piece of tin the shape of fig. 98; turn up the edges at 
the dotted lines; make five holes abcde. Place tacks through 
abde and solder them; fasten the tray to a rod, by passing a 
tack through c. 
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Figs. 97,98. 

Cut five pieces of candle from the same candle ; place four on 
the tacks madde, the fifth on a single stand : trim carefully, so that 
the wicks are the same size ; place four on one side of the photo- 
meter, the single candle on the other side (fig. 97). 

Find the distances at which the spot disappears. The four 
candles should be at twice the distance of the single candle 
from the screen. 
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Examples. II. 

1. Describe an experiment, made with the shadow photometer, to test 
the illuminating powers of two sources of light. 

2. State, and explain, the relation between the intensity of the light, 
which £alls on a given surface, and the distance of the source of light 
from the surface. 

3. Of two gas flames, one gives out 25 times as much light as the other. 
If you test their illuminating powers by means of a Rumford's (shadow) 
photometer, and you place the smaller flame at a distance of two feet from 
the screen, at what distance from the screen must the larger flame be placed, 
in order, that the shadows of an opaque object cast by the two flames, may 
be equally illuminated ? 

4. If you hold a sheet of blotting-paper, in the middle of which a grease- 
spot has been made, first behind and then in front of a gas flame, you will 
notice a difference in the appearance of the grease-spot. What is this 
difference ? How would you use such a piece of blotting-paper to compare 
the illuminating power of a small gas flame with that of a large one ? 

5. Explain the principle of the Bunsen (or grease-spot) photometer. 
How would you prove that the illumination of any surface is inversely 
as the square of its distance from the source of light ? 

6. In fig. 94 if A be a disc 2" diameter, 3'' from the luminous point, 
what shape and size will the shadow B be, when it is 7" from the point ? 

8. Images Produced by Small Apertures. 

Pinhole Camera, 

Knock the bottom out of a coflfee tin, blacken the inside, cover 
one end with tinfoil ; make a cylinder of cardboard that just slides 
inside the tin ; cover one end of this with tissue paper and push it 
into the tin. Make a pinhole in the centre of the tinfoil, look 
into the box, pointing it to some illuminated object (trees, houses, 
etc.) By adjusting, an inverted image is seen on the tissue paper. 
Make another hole in the tinfoil, another image appears ; make 
more holes, the images overlap and become indistinct ; remove the 
tinfoil, the paper is uniformly illuminated. That is, the uniform 
illumination can be regarded as the result of a number of images 
overlapping each other. 

In order to show this to a class, remove objectives and con- 
densers from a magic lantern, cover the aperture with a cap of 
tinfoil, prick one hole, and an image of the lamp wicks is seen. 
By pricking more holes, the above effects are obtained. 
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Light proceeds in strdght lines from the trees, etc. j these 
lines cross at the hole, with the result that the image is inverted. 
Fig. 99 illustrates the formation of images through a small 
'aperture. The shape of the image does not depend upon the 
shape of the aperture. In the covering of the camera or the 
lantern, make a small hule with a triangular piece of iron (file 
the end of a needle) ; the image does not seem different from 
the image obtained in the previous experiment Let sunlight 
enter the triangular aperture of the camera ; by pushing in the 
inside tube, a triangular image is obtained. Darken the room, 
and let the light from the sun, after passing through the aperture 



fall on the wall, at some distance from the aperture ; the image 
is round. 

Every point on the surface of the sun prints its own triangular 
image. When the screen is near the hole, these images nearly 
coincide and a triangular image is formed. When the screen 
is moved away to a distance, the triangular patches are spread 
over a larger space ; the overlapping of those in the middle of 
the space gives a bright patch. Every point in the circumfer- 
ence of the sun will give a triangular patch in the circumference 
of the space ; these overlapping form a circular boundary. 

9- Light is in itself Invisible. 

The rays of the sun are seen on account of the pieces of 
dust that float in the air ; if these were removed the beam 
would be invisible. The particles of dust and smoke reflect 
the light 
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In a darkened room take a tall glass jar ; arrange, so that a beam 
of light from the sun, or a parallel beam from the lantern, is re- 
flected from a small mirror vertically into the jar ; cover the jar 
with a glass plate ; look at the jar and notice how feeble is the 
illumination. Place a piece of smouldering paper in it. As the 
smoke forms, the jar seems to fill with dif&ised light ; remove the 
plate, and as the smoke disappears streaks of darkness appear. 
Hold smouldering paper in the path of a sunbeam ; the space seems 
to brighten. Allow a beam of light to pass through distilled water 
in the jar ; it is scarcely apparent : add a little milk to the water ; 
the path of the beam is distinct. 

Examples. III. 

1. If you make a pinhole in the bottom of a box, and replace the lid by 
a piece of tissue paper, you see on the paper pictures of external objects. 
Explain the formation and character of the pictures. 

2. Is the expression < I see a sunbeam ' scientifically correct ? 

3. When sunlight passes through the spaces between the leaves of trees, 
circular patches of light are seen on the ground. Why ? 

4. You cannot see the shadow of a hair held at a foot distance from a 
wall, against which the sun is shining ; whereas you see th^ shlEidow when 
the hair is held close to the wall. What is the reason ? 

5. The centre of a luminous sphere ^" diameter, is 3" from the centre 
of an opaque sphere ij" diameter. Sketch the shadow on a screen 6" 
from the centre of the luminous sphere. 
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CHAPTER 11. 

REFLECTION OF LIGHT— PLANE MIRRORS. 



lo. Reflection of Light. 

When light falls upon a piece of looking-glass or bright metal, 
it seems to start off ; the light is reflected. The reflection of 
the sunlight is seen from the surface of water. 

Use a piece of looking-glass (L) ^" ^de, and a semicircle of 
cardboard i foot radius, divided as in ^%, loo. Place the semicircle 
vertically; glue it to large corks, so as to. keep it in that position. 
With a reflector M send a beam of light so that it strikes the look- 

O 




Fig. zoo. 

ing-glass, near the point where the line N meets the glass and 
parallel to the plane of the semicircle. Hold smouldering paper 
near the path of the beam ; read the angles from O. 

The ray that strikes the glass is called the incident ray ; 
the ray that is reflected, the reflected ray. A line perpen- 
dicular to a surface at a point, is called the normal at that 
point ; it is represented by N O. 
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The angle M N O, which the incident ray makes with the 
normal, is called the angle of incidence. The angle R N 0, 
which the reflected ray makes with the normal, is called the 
ANGLE OF REFLECTION, Measure the angles in a few cases. 



Angle of incidence 


Angle of reflection 


40 


40 


60 


60 



20 20 

We conclude that— 

(i) The angle of incidence equals the angle of reflection. ' 

(2) That in whatever position the incident ray meets the 
mirror, the sheet Of cardboard (a plane) can be so placed that 
it passes through the incident ray, the reflected ray, and the 
normal. - 

The laws were demonstrated by observing the actual path 
of the rays, .the rays being made visible by allowing smoke to 
appear in their path. The experiment can be varied in this 
manner, in ordinary daylight. 

Stick a pin with a large, bright bead for a head, at any part of 
the circumference of the divided circle. Blacken a piece of glass 
tubing, and move this, until by looking through it, at the mirror, the 
image of the pin-head is seen. 

If the pin be at 45° on one side, the tube will be 45° on 
the other side, and the line joining the pin's head to the mirror, 
the line joining the eye to the mirror, and the normal will be 
in one plane. 

When the incident beam made an angle of 40° with the 
normal, there was an angle of 80® between the incident beam 
and the reflected beam. When the angle was 30°, the angle 
between the two beams was 60®. By making the angle 
between the incident beam and the normal 10® less, the angle 
between the two beams was made 20° less. 

By keeping the incident ray fixed, and moving the mirrors, 
we shall find that by moving the mirror through, say, 5**, the 
reflected ray moves through 10*^. 

If a mirror be made to rotute^ the reflected beam moves through 
twice the angle passed over by the mirror 

N 2 
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Laws of Reflection. 

(i) The angle of incidence is equal to the angle of reflection. 
(2) The incident ray, the reflected ray, and the normal are 
in the same plane. 

II. Regular and Irregular Reflection — Diffusion. 

In an otherwise darkened room, allow sunlight, or a 
lantern beam, to fall in succession upon a piece of looking-glass^ 
a sheet of tin, a sheet of white cardboard, and a sheet of 
b ackened cardboard. 

From the looking-glass a distinct spot of light is obtained 
on the wall; the surface of the looking-glass cannot easily be 
seen unless the eye be in the path of the reflected rays* The 
sheet of tin gives a fairly distinct spot ; its surface can be seen 
more readily from any part of Jthe room, than that of the look- 
ing-glass. The sheet of white cardboard gives no distinct 
spot ; it can be seen distinctly from any part of the room. 
The black sheet of cardboard does not reflect at all. 

Mirrors, polished sheets of metal, are called good reflec- 
tors ; they reflect light in a definite manner. The surfaces are 
smooth. Sheets of cardboard reflect light irregularly \ the rays 
are diffused and strike the eye in any part of the room. 
Blackened cardboard and similar bodies are bad reflectors. 

The looking:glass and, to a less extent, the polished tin 
reflect light regularly. The white cardboard reflects light irregu- 
larly ; in a similar way the trees,, furniture, etc., diffuse the light 
that falls upon them. 

12. Application of the Laws of Reflection — 

Plane Mirrors. 

Having satisfied ourselves, that the laws of reflection are 
true, we can use them to determine what will actually occur 
under certain conditions, even without performing the experi- 
ment We shall be further convinced of the accuracy of these 
laws, if we find, that the results we obtain by using them, agree 
with the actual facts. 
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Let S S be a reflecting surface, a a luminous point ; rays proceed 
in straight lines in all directions from a. Draw a few of these 
rays, ab, ac, ad, ae, af. Trace by geometry the reflected rays. 



In each case draw the normals Ifia, eg, etc.), and remember the 
laws of reflection (fig. lot). 

Produce the reflected rays behind the 
meet in a point a'. The reflected rays seem 
reedy from the point a'. By 
measurement 

bti-=.ba. 
a' is called the optical im^e 
of the point a. 

The image is on the per- 
pendicular produced, drawn 
from the object to the re- 
flected surface, and is as ^ 
behind the surface as the 
object is in front 

To represent the whole of. a reflecting surface is 
venient ; imagine it cut by a plane passing through < 
representation then will be as in fig, 102. 
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13. To Trace the Rays from a Point to the Eye. 

A is the luminous point, O the ey^ 
N M the reflecting surface. 

The image of A is at a, A « is per- 
pendicular to N M, and N A = N a. 

Join a to the extreme points of the 
eye ; then all rays are between the cone 
of rays, of which the section is shonn. 

The rays really proceed from A. 

JoinAB, AC. 

The path of the rays is ABO, 

Remember we see the bodies, in the direction, in which the 
rays enter the eye. 

To Draw the Image of an Object A B. 

All bodies are made up of points, and the image will be 
the image of an assemblage of points. 

The image of A is first obtained, then the image of B ; the 
images of intermediate points 
must lie betweeti a and ^. 

It is also plain that by 
doubling C D A B over on 
CXiab, the figures will coin- 
cide ; that is, the image is the 
■■me she as the object. 
The images in the above 
cases have no actual exist- 
:e ; they cannot exist be- 
' "^' hind the opaque mirror. 

Such images are called virtual images. 

The course of the pencil of rays can be traced as in fig. 103. 

Id fig. loz, if (//be regarded as the reflecting surface, the eye 
must be placed between the lines a d, af, produced, in order to see 
the image a. Suppose C M to be the reflecting surface in fig'. 104 : 
to see a, the eye must be between a C and a M produced ; to see ^ 
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the eye must be between b C and b M produced. Therefore to see 
the whole of a b, the eye must be between a C and b M produced. 



Lateral Inversion. 

If we stand in front of a plane mirror, our right hand 
appears as the left hand of the image. This is termed lateral 
inversion. As a result of this if we write on paper, blot it with 
the blotting-paper, and hold the blotting-paper in front of a 
mirror, the writing can be read. Type set up, can be read by 
reflection, by holding it in' front of a mirror. 

* 

14. Inclined Mirrors. 

Take two square pieces of looking-glass (about i foot side); 
varnish the backs or cover with cardboard ; fasten cardboard to 
three sides with paste and black ribbon. Join two edges by a 
piece of black ribbon to make £1 hinge. 



.<9^ 






Fig. 105. 

In fig. 105, SSi, S S2 are horizontal sections of the mirroi. 
Place the mirrors at right angles to each other, each standing 
upright pn a sheet of white cardboard. Printythe letter / as in 
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the figure. The letter is reflected in the mirror S S, at B,, and 
in the mirror S Sj at Ba ; the image Bi is reflected in the mirror 
S Sj, and the image Bj in the mirror S Si, If the hinge be a 

good one, an image B3 will 
be seea Draw the above 
with instruments, using the 
laws of reflection. The 
images of Bj in S 83, and B^ 
in SS|, coincide, so that 
only one image, B3, results. 
Notice the lateral inver- 
sion in Bi and B2, but that 
there is no lateral inversion 
in Ba. 

Arrange the mirrors so 
that they form an angle 
of 60°. Count the images ; 
draw the figure (fig. 106). For simplicity a luminous point is 
taken. The images coincide at gAg. As an exercise, the path 
of the rays by which A4 is seen is drawn. 

A is reflected in S Si as Ai, Aj is reflected as A3 in S S2, &c 




Fig. X06. 



Angle of inclination of mirrors 

90° 



6o< 



45' 



Figure + images 

1+3 = 4 = ^ 
90 

1+7=8 = 360 

45 



To find the number of images formed by inclined mirrors, 
divide 360 by the number of degrees in the angle of inclina- 
tion, and deduct one from the quotient. 

The Kaleidoscope is an instrument made by placing two 
strips of glass in a tube, so that they are inclined at an angle of 
60** ; the end of the tube is closed by a piece of roughened 
glass ; on this is placed pieces of bright coloured glass and 
beads, kept loosely in their places by a sheet of plane glass. 
On looking in at the other end, and holding the tube to the 
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light, various coloured images are seen, fonned by reflection in 
the inclined mirrors. 

15. Parallel Mirrors. 
If mirrors be placed parallel to each other an infinite number 
of images would be seen if the source of light were sufficiently 
bright and the mirrors of perfect polish. This result is best 
seen when standing between two large mirrors. The student 
should calculate the number of images when the inclination of 
the mirrors is 5", i", J", i', i", -oooi", o». 



image, enter the eye after two reflections ; 
that is, the ray L b after reflcaion from M and from N gives the 
image r(«r-«I); the ray L^ after three reflections gives I". 
The im^res i, i', and f' are similarly formed by rays reflected in 
the first instance from N. 



While there is no limit theoretically to the number of 
images, practically the images become so faint, on account of 
the loss of light, that only a small number can be distinguished. 
The greater the illumination, the better will the images be seea 

Examples. IV. 

1. Explain by aid of a diagram how a person Can see a complete image 
of himself, in a plane mirror one half his height. 

2. A person sees his image, in a looking-glass inclined to the floor at an 
angle of 30° ; show by a drawing the size and position of the image. 
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3. When an object is placed between two plane mirrors, explain, how 
changes of po^lkm will afiect the aumbei and positions of the images of 
(he object, seen in the mirrors. Trace the path of a beam which is reflected 
as man}' times as possible by two plane mirrors inclicrd at an angle of an 
equilateral (riangle. 

4. A person is equidistant from two plane mirrors, which meet in the 
comer of a square room. Explain in what way the image of himself, 
which he sees when looking towards the comer of the room, differs from 
(he images which he sees, when looking towards the sides of the room. 

5. 1 stood yesterday beside a muddy lake with the sun behind me. 
Mf shadow was thrown distinctly upon the water. I stood afterwards 
beside a clear, deep take, with the sun likewise behind me, and saw no 
shadow. Explain these observations. 

6. When the sun wag overclouded, as I stood beside the muddy lake, 

. my shadow disappeared \ but the images of trees on the opposite tiank of 
the lake did not disappear. Eiplaio the reason. 

7. A sunbeam passes through a darkened room: when the blackest 
smoke is caused to cross the beam it appears white to an eye placed in the 
darkness. Explain the eflect. 

16. Reflection from Transparent Bodies. 

B On looking at a window pane 

obliquely, not only are objects 
outside the room seen^ but the 
images of curtains, and bodies 
inside the room, appear among 
the real objects outside. 

If the curtains were brighdy 
tiluminated and we did not know 
the glass was there, we might 
believe the curtains were actual 
objects outside. Tliis is the ex- 
planation of all the so-called 
ghost experiments. ■ The objects 
are strongly illuminated, and 
their images are reflected by 
clear glass that is unobserved by- 
Fic 108. '^^ spectator. 

Take a square board i foot side ; imagine it to be the bottont 
of a cube, fix a sheet of window glass £■£■ vertically along a dia- 
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gonal. Make one side of the cube (the side cut by the line a) with 
a square sheet of black cardboard, in the centre of which is cut a 
square hole a!^ side. Place a bottle full of water behind^^ (the plan of 
the bottle is shown) and a lighted candle /as in the figure (fig. 108). 

An observer some distance in front, looking through the 
square hole, will see the bottle, by direct light, and the candle 
by reflected light The burning candle appears to be inside the 
bottle of water. All other lights should be extinguished. 



17. Reflecting Powers of Bodies. 

The reflecting power is different in different reflectors ; it . 
also varies with the angle of inclination. By holding a sheet 
of foolscap near the flame and looking at the paper obliquely 
an image of the flame can be seen. 

Comparison of the Reflecting Powers of Water and Mercury, 

Rays reflected in 1000. 



Angle of incidence 


Mercury 


Water 


0° (perpendicular) 


666 


18 


40° 




22 


60° 




65 


80^ 




333 


89^ 

1 


721 


721 



The remaining part is either reflected irregularly, or it is 
absorbed by the substance used. 

Examples. V. 

1. What is meant by lateral inversion ? 

2. Give a sketch of a candle shedding light through two long narrow 
tubes, and then show in the sketch how two flat mirrors are to be placed 
so as to reflect the light which has come through the tubes upon one and 
the same spot. 

3. A luminous point on a level with the eye is placed between two 
plane vertical mirrors which are inclined to one another ; trace the path 
of a pencil of ra]rs by means of which the luminous point will be seen after 
three reflections. 
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4. When a plane mirror is turned about an axis in its own plane, ex- 
plain the change of position of the image of a small object seen by reflec- 
tion in the mirror, and point out its relation to the laws of reflection of 
light. 

5. Two plane mirrors are inclined to one another at an angle of 72° ; 
explain in what way the position and number of images of any object be- 
tween the two mirrors is limited. 

6. What must be the angle between two plane mirrors, in order that 
an incident ray which is parallel to one of them may, after two reflections, 
be parallel to the other ? 

7. Smoke the outside of a glass tube. Cover one end with tinfoil 
and prick a pinhole in the centre of the tinfoil ; look through the other 
end a a candle. Explain the formation of the concentric circles of light. 
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CHAPTER HI. 

SPHERICAL MIRRORS. 

i8. Many Mirrors are Parts of a Spherical Surface. 

Let fig. 109 represent the section of a spherical shell through 
the centre. If a small part of the surface A B be taken, A B 




Fig. 109. 

is the section of a spherical mirror. If the surface nearer c reflect 
light it is called a concave mirror ; if the surface nearer C, it is 
called a convex mirror. The line r C is called the principal 
axis of the mirror ; c is the centre of curvature. P is the apex of 
the mirror, and c P the radius of curvature. 

19. The Focus. 

With a radius of 6" describe a small arc A B, so that angle 
A C B is not greater than 20°. Draw a number of lines S A, 
T L, X B parallel to C O, the principal axis. 

Join A C. We can conceive that a small portion of the 
surface at A is a plane. The radius at A will be the normal. 
By the laws of reflection the reflected ray will be A K cutting 
the axis at F (angle C A K=angle S A C). In the same way 
treat the incident ray T L ; the reflected ray by construction 
again passes through F. 
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Any number of incident rays, parallel to the principal axis, 
after reflection pass through the same point F in the principal 




Fig. xzo. 

axis. We also conclude that rays passing through the focus, 
are parallel to the principal axis after reflection. 

The point on the principal axis where rays parallel to the 
axis cut the axis after reflection, is called the vocusofthe mirror. 
By measurement F 0=F C. The focal distance of a con- 
cave mirror is half the radius of curvature. 

A ray from C to any point will be reflected back through C, 

just as a ray incident on 
a plane mirror perpen- 
. dicular to. the surface is 
reflected perpendicularly. 
Describe a large arc 
of 2" radius (fig. m) ; 
repeat the same construc- 
tion as in fig. no. 

There is no point in 
the axis through which all 
rays parallel to the axis 
pass after reflection. 

In treating of mirrors 

the arc is always supposed 

^'''- '"• to be small compared with 

the radius of curvature. For distinctness in diagrams the size 

of the arc is frequently exaggerated. 
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. Conjugate Foci. 



in a miiTor and is reflected to /. 
A the vertex. A multitude of 




Light from a point L falls 
C is the centre of curvature ; 
rays from L would strike 
the mirror ; only two are 
drawn. If the aperture 
be small all would prac- 
tically come through / 
after reflection. 

/ is the image of L. ^"^- "°- 

If /were the source of light, by the laws of reflection the 
image would be at L. 

/ and L are called conjugate foci. 

Let u = the distance of the object from the mirror, v =the 
distance of the image,/= the focal distance, r = the radius of 
curvature. 

The sum of the reciprocals of the distance of the object 
and image from the mirror, if equal to the reciprocal of the 
focal distance.' 

Suppose the focal distance of a minor be lo inches, and that an object is 
placed on the principal axis 30 inches from Ihe mirror. Then the recipro- 
cal of ihe distance of the object is ^, the reciprocal of the focal distance ^. 

.". the reciprocal of the distance of the images^— ^ = ^. The image 
is IS inches from the minor. 

< If MA be very small compared with LA, LM and IM will be almost 
equal to LA and /A. 

/A - li La = a. CA = ^ = a/ (focal distance) 
■ LM: m ■.:!.€ :{C .*. LM=<«: = CL«M/ 

LM = LA (reiy nearly) = « LC = LA-CA-«-r 

M = /A „ „ =v /C = CA-/A = r-w 

.".«('■-*) = {« — »■ V ur-uv^uv-rp 
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21. The Position and Size of the Image Determined 

BY Construction 

The image of an object having dimensions is found by 
considering it made up of a number of points. 

The point A is reflected in the mirror ; select two principal 

rays (fig. 113). ^ . 

1. The ray hd parallel to the axis. This after reflection 

passes through/as dfa (§ 19). 

2. The ray Kce passing through the centre c. This is re- 

flected back through c. 

j/h^ A The radius being the 

normal to the surface. 

These rays intersect 
in a. 

All rays from A will 
^ \* * intersect in a if the aper- 

^^°' "3- ture be small 

a is the image of A. Similarly b is the image of B. The 
image of all points between A and B will be between a and b. 
The image is inverted and less than the object 

The line Ara is called the secondary axis of the point A. 
It must be remembered that we are only justified in using 
the above constructions when the distance he \& small com- 
pared with the radius of curvature. 

The position of the image has been determined by practical 
geometry. This determination will be correct if — 
(d) Light move in straight lines. 
(p) The laws of reflection be true. 

Every time therefore we succeed with experiments, we are 
strengthening our belief in these two statements. 

22. To Find the Radius of Curvature of a Concave 

Mirror. 

I. Hold the mirror so that the light from a distant object (the 
sun) is reflected ; the rays are parallel and the image is at the focus ; 
measure the distance of the focus from the mirror ; twice this dis- 
tance equals the radius of curvature (§ 19). 
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2. Rays from a distant object are practically parallel. Tie two 
threads 20 feet long to the same nail ; stretch them, placing the 
other ends within 4 inches of each other. The threads diverge, 
but if all save a few inches be covered up, it is difficult to detect 
the divergence. 

The image of a distant object is practically at the focus. 
Therefore, remove a light as far away as possible from the 
mirror, focus it, or a distant house, on a screen, and measure. 

3. The image and object coincide, if the object be at the 
centre. If the object be a little to the right of the principal 
axis, the image will be a little to the left. 

Take a screen of white cardboard ; clamp it ; iiJi the mirror ; 
place the edge of the candle as close as possible to the screen, 
a little to one side of the principal axis. 

Only part of the spherical surface must be used, otherwise dis- 
tortion is produced. Cover, therefore, all the mirror save a small 
central portion with black paper. In obtaining an image, push the 
wick of the candle outside the cone of flame ; the image of the 
glowing wick can be obtained with considerable accuracy. 

Screen Mirror 




Candle Fig. 1x4. 

Move the mirror until the image is obtained on the screen (fig. 
114); the distance from the screen to the mirror = the radius of 

curvature {f)} -« the focal distance. 

2 

Experiment with a mirror, and compare the results of the 
three methods. 

23. To Find the Relative Positions of the Image 

AND THE Object. 

Draw a long line on a table and divide it into inches. Place 
the mirror so that its apex is over o. Indicate on the scale the 
positions of the focus and the centre. 

» liu^v, then I + ^ = - ; :. ^ = ? ; .". « =r. 

u u r u r 



194 Light 

Place a candle, the height of the centre of the mirror, at the 
centre of curvature, and the screen as before. 

I. Gradually move the candle towards the focus ; the screen 
must be moved away from the centre (fig. 115). 

Screen Mirror 




Candle 

Fig. X15. 

An inverted image, that increases in size as the candle is 
moved towards the focus, is obtained. Use an ordinary magni- 
fying glass, and magnify the image on the screen. If the eye 
be so placed, that the image is between the eye and the mirror, 
the image can be seen when the screen is removed. Measure 
the distance of the object and the image from the mirror in a 
few cases. As the candle reaches the focus, the image cannot 
be received on the screen. 

2. Return to the positions at the centre of curvature. 

Screen 



) 



o 

Fig. X16. 

Move the candle away from the mirror ; an inverted dimi- 
nished image is obtained on the screen, between the focus and 
the centre. When the candle is at a great distance, the image 
is at the focus. Measure in a few cases. (Fig. 116.) 

3. Place the candle at the focus, and move it towards the 
mirror ; no image can be received on the screen ; an upright 
image is, however, seen in the mirror. 

Verify the statement, that the positions of the candle and the 
image are convertible. 

Example of Measurements. 

r§ 22, method i . . 7*9 inches 
Focal length of mirror/ „ „ 2 . . 8 „ 

^ » » 3 • • ^ n 

Average focal length = 8 ins. 
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Distance of object 
from mirror = u 


I 
U 


Distance of 
image = v 


I 

V 

•10 

•08 


Value of 

U V f 


Value of 

/ 


40-5 

22'2 


•025 
•045 


10 
125 


•125 

•125 


8 



Columns i and 3 are measurements. Columns 2 and 4 are 
•calculations 

The values of— + - are calculated : thus -, is determined. 

u V f 

.•./=8. This agrees with the value of/ obtained directly by 

the three methods. 

The formula i +i = 4 is also true for virtual images, if we 
u V f 

remember, that if from the mirror towards the centre be posi^ 

tive, then the distance measured from the mirror, along the 

axis produced behind the mirror,, will be negative. 

The formula with this change becomes 

u v^J 

Examples. VI. 

1. The radius of a cohcave reflector is 20 inches ; calculate the focal 
length. How would you find the focal length by experiments? which 
method is the most accurate ? 

2. A gas flame is 36'' from a concave reflector ; its image is clearly 
•defined on a screen 50'' from the reflector. Find the focal length and the 
radius of the mirror. 

3. In the following table fill in the vacant spaces : 



u 


V 


/ 


30 

100 
20 


50 
50 

20 


10 

20 



4. The radius of curvature of a concave mirror is 12" : a bright object 
is placed 18" from the mirror ; find the position of the image. Where wilJ 
the image be when the object is 5" from the mirror ? 

o 2 



24- Caustics— Spherical Aberration. 

If the surface be large, compared with the radius of curva- 
ture, the im^e is distorted. This is seen by looking into a 
bright tea-spoon. The hght from a luminous body, instead of 
Iffoducing a single image, produces several ; these together form 
a caustic. The caustic is well seen by allowing the sunlight to 
fall on the side of a basin, nearly filled with milk ; the caustic 
is seen on the surface of the milk ; or by allowing the rays to 
fall on a strip of bright steel (a dock spring) bent, and placed 
on white paper. 

Every ray from a point L (hg. 117), instead of passing 
through the conjugate focus, cuts the next ray above the 



focus ; these intersections form the curve F M, above and below 
the axis. If the figure revolve on F L as an axis, the curve F M 
will describe the caustic surface. The caustic surface is in 
form, like the outside of a convolvulus. 

To obviate spherical ABERRATIO^f, tne aperture of the 
mirror must be small ; if large, the outside margin should be 
covered with black paper. Such a covering is called a dia- 
phragm, or a stop. 

25. Real and Virtual Images, 

When the rays of light actually pass through an image, so 
that the image can be received on a screen, and be examined by 
the eye or by a magnifying glass, the image is called a real image. 

When the rays do not pass through the image, but only the 
continuations of the lines of their directions — that is, when the 
image has no real existence (it cannot be received on a screen) 
— the image is called a virtual image. 
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26. To Obtain, by Construction, the Positions of 
Images formed by Mirrors. 

(a) See § 21, where the construction is explained, when 
Jhe object is beyond the centre. The image is real, inverted, 
smaller than the object. By similar construction, viz. — 

I. Draw from any point a ray parallel to the axis. This 
ray, after reflection, either passes through the (real) focus or 
appears to pass through the (virtual) focus. 

' 2. Draw from the point a ray through the centre. This 
ray, after reflection, again passes through the centre. 

3. Draw from the point a ray through the focus. This 
ray, after reflection, is 
parallel to the principal $^ 
axis. 

The intersection of 
two of these reflected 
rays, gives the position 
of the image. 

(b) Object between the 
xentre and the focus, — The image ab \% real, inverted, larger 
than the object AB, and beyond the centre (i and 3 used, 
iig. 118). 

(c) Object between the focus and the mirror.^The image a by is 
-erect, virtual, and larger 

than the object A B (i 
and 2 used, fig. 119). 

The rays appear to 
come from a^ b. In 
the other cases, the rays 
acttially passed through 
Uy by and the image was 
received on a screen ; or 
by placing the eye about 
lo inches away, so that the image was between the eye and 
the mirror, on removing the screen the image could be seen 
i«rith the eye. 



Fig. 118. 



"*-\\-.. 



tt^''- 




Fig. 1x9. 
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27. Size of Object and Image. 
Half of the image and object are shown (fig. 120). 




St- 



B 



Fig. i20b 

AB :«^::BC \bZ 

The size of the image is to the size of the object, as their 
distances from the centre. 

ButBC:^C::BM:^M 

And if the aperture be small, BM:^M::BO:^0 

/. AB : tf^::BO :^0 

The size of the image is to the size of the object as their 
distances from the mirror. 

28. Arrangement of Results. 

Combine the results of the last experiments. Suppose the 
object is at a great distance, and that it moves towards the mirror. 



Position of 


The image is 


Object 


Image 


Invert- 
ed or 
erect 


Smaller or 
larger than 
the object 


Real or 

virtual 


Ino-easing in 
size or de- 
creasing 


1. Great distance 

2. Approaches 

centre, moves 
to right 

3. At centre 

4. Approaches 

focus, moves 
to right 

5. Focus 

6. Approaches 

mirror, mov- 
ing to right 


Focus 
Approaches 

centre, moves 

to left 
Centre 
Moves rapidly 

to left 

At a very great 

distance 
Seen behind 

the mirror 


• 
• 

t 

• 

I 

m 

t 

e 

• 


A point 
Smaller 

Equal 
Liarger 

Much 
larger 
Larger 


r 

r 
r 

r 

V 


• 
• 

• 

Increasing 
rapidly 

• 

t 

d 
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29, Convex Mirrors. 

Blacken the inside of a watch glass, and use it as a convex 
mirror. 

In no position can an image be obtained on a screen. 
The image can be seen *in' the mirror. The image is in all 
cases virtual, upright, and smaller than the object* 

The focus is virtual ; parallel rays appear^ after reflection, to 
come from a point behind the mirror. 

The focal distance is equal to half the radius of curvature. 

To Find the Position of the Image. 

The ray A e from A (fig. 121), parallel to the axis, appears after 
reflection to come from/; the ray from A towards the centre 




Fig. 121. 

will be reflected along the radius and appear to come from c ; 
the Unes cA,/e intersect in ^ ; ^ is the image of A, similarly 
3 is the image of B. The points between A and B have their 
images between a and ^. 

The image is always formed behind the mirror ; it is erect, 
virtual, and smaller than the object (fig. 122). 

Distortion is produced in convex, as in concave mirrors, if 
the aperture be too great ; the distortion is easily observed by 
looking at the back of a bright spooa 
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The foimula connecting the distances of the object (»), the 
virtual image (z^), and the virtual focus (/) from the mirror is 

u v"^ y 



Fig. 129. 

Examples. Vtl. 

1. If the object in Example VI. No. 3 in each case be 6 inches long, 
calculate the length of the image. 

2. Explain, and illustrate by a figure, the path of a beam of light from 
any source, which is reflected by a concave spherical mirror. 

3. If you look at yourself in a convex spherical mirror you see an upright 
image. Under what circumstances can you see an upright image of your- 
self in a concave spherical mirror ? What difference is there in respect to 
size between the images seen in the two mirrors ? 

4. A concave spherical mirror is so placed, that a candle flame is situated 
on its principal axis, and at a distance of 18 inches from its surface. An 
inverted image, three times as long as the candle flame itself, is seen sharply 
defined on the wall. What is the focal length of the mirror ? 

5. Explain, giving a drawing, how it is you see yourself as you do in a 
polished metal ball. 

6. Describe, and explain the appearance of the caustic, formed when 
parallel rays are incident on a semicircular cylindrical mirror. 

7. Wliat is the difference between a * real * and a * virtual * image ? Give 
a drawing, showing the formation of one of each kind. 

8. Given a concave mirror whose focal length is 12 inches, where would 
you place a candle fiame, in order that the image of it, formed by the mirror, 
may be (i) real, (2) virtual? 

9. How would you practically determine the focal distance of a con- 
cave mirror? 
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CHAPTER IV. 



REFRACTION OF LIGHT, 



30. Refraction. 

Remove one side from a Square tin box, or any water-tight box, 
4ind insert a glass side ; fasten with marine glue ; allow the glue 
to harden. 

Place the box (fig. 123, A), so that the light from the candle 
or lamp, striking over one edge, illuminates the opposite side. 
Fill the box with water ; part of the bottom is now illuminated 
(B). The rays of light have changed their direction in pass- 
ing from air to water ; in both media the light is propagated in 
straight lines. The ray that enters the water is refracted. 




Fig. 123. 



Meaning of Terms. 

The ray L A (fig. ii?4) is called the incident ray, A K is the 
refracted ray, A B is the normal at the point A. The angle 
JB A L is the angle of incidence, as before ; the angle G A K 
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is the angle of refraction. In passing from air to water, the 
angle of incidence is greater than the angle of refraction. 

31. Index of Refraction. 

The laws of refraction, are easily demonstrated by the aid 
of the following piece of apparatus. This useful refraction 
trough is described in ' Light ' by Mr. Lewis Wright 

A reclangulai itough iG" x 1 1" x z" ; one end glass, the rest tin. One 
face has a circle 5" radius cut out of the tin, its centre being 10" from the 
bottom ; in its place glass is substituted. A movable strip of tin tS" x a", 
ia which are cut 2 slits i}" x ^" at distance of i" and 9^' fiom one end. 
Blacken the tank and the 
strip. Faint on the circle the 
wrtical arid horizontal dia- 
meters ; divide each quadrant 
into 9 equal parts (fig. 125). 

Reflect a beam from 

the mirror M, so that it 

passes through the slit in. 

the strip of tin and enters 

the water at the centre of 

the circle. The path of 

the rays in air is made 

visible by a little smoke, 

and in the water by adding 

a few drops of milk. For 

Fic. 135. large angles, place the 

strip along the glass end. 

Fill the trotigh with water to the horizontal diameter. Use 

simlight or a parallel beam from the lantern. 

The ray is bent at the surface of the water. Measure the 
angles of incidence and refraction, in a few cases. 



Angle of incidence 


BN 


EF 


Angle of refraction 


BN 
EF 


60 

40 


43 


32 

2-4 


40 
35 

29 


1-34 
1-33 

1-33 
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No simple law seems to connect the two angles. Repeat 
the experiment, measuring the line B N, E F in inches and 
tenths of an inch in each experiment, and calculate the ratio 

-— - in each case. 
EF 

The results to two places of decimals are in the last 

column. The agreement in the results is very striking. 

Making allowance for errors of experiment, we can say that 

B N 

is a constant, whatever the angle of incidence may be. 



EF 



B N-^E F = ?^ ^ ^, because CB = C E 

BN 

is called the sine of the angle BCD 



CB 

EF 
CE 

BN 



» » » 



ECF 



. B N __ C B _ sine of the angle of incidence 
" E F E F „ „ refraction 

CE 

Our experiments tell us, that in the case of light passing from 
air to water 

sine of the angle of incidence , a 
5 . — = I -33 or nearly 4. 

„ „ refraction ^^ ^ ^ 

This nuniber is called the Index of Refraction. In a 
similar manner, the index of refraction has been found for 
various media. 



From air to water 


dex of refraction 


4 

— 7 


» 


glass 


» 


>> 


= t 


» 


carbon disulphide 


» 


» 


ft 


» 


diamond 


» 


» 


— 6 

— IT 



These numbers are approximate, and will vary somewhat 
with different specimens. 

Not only was the refracted ray seen, but part of the light 
was reflected at the surface, according to the laws of reflection. 
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The incident ray = the reflected ray + the refracted ray. In 
examining this effect, cause the incident ray to make various 
angles with the nonnal ; as the incident angle increases, the 
amount of light reflected increases. 

The Laws of Refraction (compare Reflection). 

I. The incident ray, the refracted ray, and the normal are 
in the same plane. 

a. The number obtained by dividing the sine of the angle 
of incidence, by the sine of the angle of refraction, is the same 
for the same media. This number is called the index of 
refraction. 

32. Some Results of Refraction, 

A pond always appears shallower than it really is. Rays 
from L diverge {fig. ia6), and after refraction reach the eye 




as the rays A C, B D. These appear to come from L'. That 
is, a point L, the bottom of a pond, or a fish, appears to be 
raised. 

For the same reason, a stick partly under water, appears 
to be bent ; the tip of the stick and every part under water appear 
raised (fig. 127). The ray is refracted as before. 

Ftace a coin in an empty basin ; move the basin so that you 
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are just unable to see the coin ; pour water in, and the coin 
becomes visible. The student can write out the explanation 
as an exercise. 

The atmosphere is less dense 
as we ascend ; we can suppose it 
to be made up of layers. The 
light from the sun or a star, instead 
of coming in straight lines, is re- 
fracted at every layer. Thus the 
light from S (fig, 128), reaches 
the eye as if it came from S'; that 
is, a star appears higher in the Fic. isB. 

heavens than its real position. The sun is seen before it is 
above the horizon, and after it sets, for the same reason. 



33. To DRAW THE Incident and Refracted Ray, 

In passing from air to glass, the index of refraction is |. Draw 
the incident and refracted ray, when the incident ray makes an 
angle of 60° with the normal. 

Describe a circle. Make the angle T C I equal to 60'. Draw 
1 T perpendicular to the nonnal. 
Divide I T into three equal parts. 
Make T S equal to two of the parts, 
draw S R parallel to the vertical 
diameter, join C R, draw R/ parallel 
to the horizontal diameter. 

I C is the incident, and C R is the 
refracted ray. 

34. Total Reflection— The 

Critical Angle. 

Not only will light pass from air 
to water, but also from water to air, 
and we should expect the beam, after leaving the water, to be 
bent/«"K the normal. 

Arrange the apparatus of § 31. Place the strip against the end 
made of glass (fig. [25), so that light may eater through a slit in the 
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Fig. 130W 



Strip at the lowest possible point, and pass through the water to the 
centre of the circle. Use the reflector M near the base of the 
trough. The rays will be seen leaving the surface of the water, 
making a larger angle with the normal than the incident ray, and 

part of the ray will be reflected from 
the surface of the water. Let L A, 
AR (fig. 130) represent the path of 
such rays from water to air. 

Make the angle with the 
normal greater ; the ray emerges 
and takes a position nearer and 
nearer to the surface of the water ; 
a certain angle is reached when 
the ray, after leaving the water, 
passes along the surface A M. 
This angle is called the critical 
ANGLE. When the ray makes with the normal, an angle greater 
than the critical angle, the ray does not emerge ; it is totally re- 
flected^ as /A, Ar. 

In passing from water to air, the ray is bent away from the 
normal ; when the incident ray in the water makes an angle 
greater than 48^**, the ray is totally reflected. 

When a ray passes from a denser medium to a rarer, the 
angle with the normal, at which the ray emerges parallel to the 
surface, is called the critical angle. 

[If we trace the ray from air to water, by the laws of refraction, we have 

_sine of^g;Mangle^^jj^^^^ of refraction. Sine of a right angle -i. 
sine of the critical angle 

.*. sine of the critical angle ^ i -*- index of refraction ; that is, the sine of the 
critical angle is the reciprocal of the index of refraction.] 

The critical angle from water to air is 48^®. 









glass 
diamond 



J) 



40^ 

23^ 



Trace by construction rays from air to water when the 
incident ray makes 60® and 80°, with the normal ; also from 
water to air, when the incident ray makes 30^ 40®, 50®, 60°, 
70°, and 80® with the normal. 
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35. Examples of Total Reflection. 

Place a coin in a glass of water ; raise the glass, and look 
at the under surface of the water ; the suriace of the water 
looks like silver ; all the light b reflected and the coin can be 
distinctly seen by reflection (fig. 131). 




Suppose A to be a fish in water. All objects on shore will 
be seen in a cone, of which D K is the diameter, and A the 
apex ; they will all appear raised. Beyond this circle, bodies in 
the pond will be seen by total reflection ; C is seen as if at C. 

The Mirage. — In hot countries, the layer of air nearest 
the earth is heated most ; it is thus less dense. 



Light from A (fig. 132) is refracted Jrom the normal ; the 
refraction is increased as it passes to difierent layers ; at it 
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is totally reflected, having reached the critical angle ; it i& 
then refracted in the various layers. The traveller sees the 
tree in the direction the light last reaches his eye ; it appears, 
at A'. 

The quivering of objects seen over coke ovens and iron- 
works is due to unequal refraction. 

EXAHPLBS. VIII. 

1. Eicptain cleailjr whal jou mean by the statement that the refractive 
index of water is I '333. Hon do you account for the appeaiance presented 
by a Slick held in an oblique position, partly immersed in water, to a person 
lookup at it sideways T 

2. If you hoid a glass of water with a spoon in it, alittle above the level 
of the eye, and look upwards at the under surface of the water, you will 
lind that you are unable to see that part of the spoon above Che water- 
Explain this. 

3. Using the indices of refraction in § 31, lind by consUmction and 
measurement the critical angle in each case. 

4. Explain why a. fish seen in a pond, or in an aquarium tank, appears 
lo be nearer the observer than it really b. Draw a picture to illustrate your 



36. Refraction through a Thick Plate. 

Hold a piece of thick glass obliquely, 
and look at an object, such as a post or 
window, so that part is seen through the 
glass, and part by direct vision. The 
object seems broken at the edge of the 
glass. 

Let ab\xa. rajr of light incident on 
a thick glass plate J J at i (fig. i33);the 
ray is refracted to c, and, again, on 
leaving the glass in the direction cd ; cd 
is parallel ioab\ the ray has moved to 
the left ; an observer sees a, in the 
direction dc, if the ray pass through 
■ ''^' the plate, whereas if the plate be absent 

I it in the direction b a. 
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Multiple Images are Formed by Refraction akd 
Reflection, by Mikrors made of Glass. 

The ray from A (fig. 134), meets the glass at b, is reflected, 
and the eye sees the image at a. Part •f 
the ray enters the glass, is refracted to c, 
the metalhc surface; it is there reflected to 
d;a.tdi\.'\% refracted to H ; the eye sees the 
image (the brightest image) at a'; the ray 
cd is further reflected at d, and produces 
other images less distinct. 

These multiple images can be seen by 
placing a candle close to a mirror. 

Incident Light= Reflected Light (Regular and Irre- 
gular) + Transmitted L1GHT+ Absorbed Light. 

A ray of light, A B, meets a transparent body such as glass ; 
the incident ray divides into the refracted ray B D, and a re- 
flected ray BC; the 
ray B D is partly re- 
flected as D ^, and 
partly refracted as D F ; 
this is repeated. The 
emeigent rays D F, df, 
together with the re- 
flected rays B C, if, do 
not, however, make up 
the whole of the inci- 
dent ray AB. Part of 
the light is absorbed by the glass, and part is lost by irregulaJ 
reflection. 

Original amount of hght=reflected light {BC,bc . . .) 
H-transmittedlight (DF, a/. . .)-|-absorbed light 

In polished reflectors, unless the metals are very thin, no 
part is transmitted, very litde is absorbed. They are in the 
latter respect superior to silvered glass. 
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37. Illustrations. 

As the angle of incidence increases, we have seen that the 
reflecting power of water increases, while the refracting power 
decreases. 

When glass is pounded into small particles it appears white, 
like salt ; the light is reflected from the various pieces in all 
directions ; thus an amount of crushed glass, which is illumi- 
nated by a spot of sunlight coming through a hole in the shutter, 
is seen in all parts of the room (a perfectly polished piece of 
glass would only be seen at one point), but the light is so broken 
up by repeated reflections, that it is unable to pierce beyond a 
very small depth, and if the layer be at all thick no light is 
transmitted. 

This can be easily understood. A ray after passing through 
a plate of glass is enfeebled; part has been reflected, part ab- 
sorbed. If the same thickness be divided into thin plates with 
air between them, we increase the surfaces where reflection 
takes place ; therefore less is transmitted ; by increasing the 
number of plates, the glass can be made opaque, but more 
light will be reflected. When glass is pounded this takes 
place ; of course the particles are not in parallel plates. 

If we run in between the plates, a mixture that has the same 
refractive index as glass, then the various plates act like one 
piece of thick glass, the reflecting power is diminished, and 
light can be transmitted. 

This explains why paper becomes transparent, when oil is 
added to it. Clouds appear black when the light has undergone 
reflection, and therefore but little light has been transmitted. 

Examples. IX. 

1. You have a piece of thick plate glass, through which you look at a 
vertical pole (say, a telegraph pole). The glass being held so that part of 
the pole is seen directly, and part through the glass, describe and explain 
the change in the apparent position of the part of the pole which is seen 
through the glass, when the latter is turned about a vertical axis. 

2. A thick plate of glass is interposed obliquely between a candle and 
the observer's eye. WiU the apparent position of the candle be altered by 
the glass ? Draw a picture illustrating your answer. 
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3. An object is seen by looking through a thick plate of glass with 
parallel surfaces ; how will the position and character of its image be 
altered by turning the glass obliquely ? Illustrate the effect by a figure. 

4. Explain the images of a candle that are seen when a thick glass 
mirror is used ; would they be seen in a polished silver reflector ? 

5. Account for the transparency of paper which has been soaked in oil. 

6. A piece of colourless mineral is dropped into a colourless liquid ; the 
mineral is invisible in the liquid. How are the refractive indices of the 
liquid and the mineral related ? 
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CHAPTER V. 

prisms and lenses. 

38. Refraction through a Prism. 

Take one of the prisms and observe any object through it. 
The most striking thing is the colour introduced. Disregarding 
the colour, observe the position of the image. 

Holding the prism in the position of fig. 136, the candle 
seems lilted towards the apex of the triangle. The ray from 
the object d is refracted at the edge a b, and again at a c, ac- 
cording to the laws of refraction ; the eye sees the Image at /. 



■h 

r 



— -^ 



ab, ac, represent the refracting surfaces of the prism. 
The line where these surfaces meet (seen in elevation as a), is 
the refracting edge. Theangle^aris therefractingangle. The 
angle do I — that is, the angle between the incident myde, and the 
refracted jay kh produced— Is called the angle of deviation. 

Make a small hole in the centre of a sheet of blackened card- 
board. Place a candle in front of the cardboard, the wick being 
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the same height from the ground as the hole. Receive the spot of 
light {a) on a screen (fig. 137), Behind the hole place a prism with 
the refracting edge 
horizontal and parallel 
to the screen. The 
spot of light is moved 
(b), and by joining 
these two positions 
with the bole, the angle 
of deviation is practi- 
cally found. 

Move the prism 
on the refracting edge 
as an axis ; a posi- 
tion will be found in 
which the angle of 

deviation is the smallest possible. This is called the angle of 
minimum deviation for the prism. It takes place when the 
refracted ray is parallel to the base of the prism, or when the 
angle khc=^t angle deb {fig. 136). 

Draw a prism with a refracting angle of 40°, 50°, or 60°. Trace 
by construction a ray through the prism, allowing the ray to meet 
the surface at different angles. 

It will be found that the deviation is on the whole towards 
the base of the prism. The construction wiU also show, that 
as the angle of the prism increases the deviation increases. 
Verify by experiments. 

Fill the divisions of the divided glass cell with different liquids : 
{a) water, (b) turpentine, {it) alcohol, {d) carbon disulphide. Send a 

beam from a horizontal slit through the four divisions. 

The refraction is least in the water cell, and greatest in the 
carbon disulphide cell, the others being intermediate ; therefore 
the deviation depends also upon the refracting medium. 

Use a glass prism, whose angle is a right angle or greater 
than a right angle ; in no position is the beam able to get 
through. 
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n fig. 138 the angle ben h greater than the ethical 

: of gjass ; the beam be is, therefore totally reflected at c 

as ed, and does not 

emerge at the face 

AC. 

7»<t angie of the 
frism, must not be 
greater than twice the 
critical angle of the 
substance, if a ray is 
to emerge. 

The critical angle 
for glass is 42"; the 
refracting angle of a 
glass prism must not 
exceed 84°. 

The Index of Refraction. 

When a solid is made into a prism, its index of refractioR 
can be found, by measuring the angle of the prism (a), and 
the angle of minimum deviation {d). 

The index of refraction = !?5lii?±^ 
sme ^a 

The index of refraction of liquids, can be found by enclosing 
them in prisms, whose refracting surfaces are glass plates with 
parallel surfaces. The parallel glass plates will not affect the 
deviation (§ 36), which will depend on the liquid alone. 




39. The Right-angled Prism as a Reflector. 

A ray from a luminous point 
O, enters the face C B of the 
isosceles right-angled prism per- 
pendicularly in the surface (fig. 
139); it is therefore not refracted 
at that surface ; it meets the sur- 
j._ ^ face A B at H, making an angle 

of 45' with the normal at H ; it 
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is therefore totally reflected, and emerges as the ray H I. An 
eye sees the image at O'. 

A B forms an excellent reflecting surface, and has the 
advantage over a metal reflector in that it does not tarnish. 
Use the right-angled prism as a reflector. 

Examples. X. 

1. Trace the path of a beam of parallel rays of light which enters a right- 
angled glass prism, in a direction perpendicular to one of its three faces. 

2. Show how the hypotenuse face of a right-angled prism may be used 
as a reflector. Explain the connection between the refractive index of a 
medium and the angle at which a ray is totally reflected. 

3. A ray of light is incident perpendicularly upon one of the two faces 
of a right-angled isosceles prism which bound the right angle. Draw a 
picture showing the subsequent path of the ray, and explain your con- 
struction. 

4. The angles of a glass prism are 90°, 70°, and 20®, and a ray of light 
enters the prism normally at the face bounded by the angles 90° and 70°. 
If the critical angle for glass be 41®, determine (by construction) after how 
many internal reflections the ray will emerge. 

40. A Lens Acts like a Number of Prisms. 

Suppose we have a number of small prisms, and we place the 
prism b with the largest angle, so that a spot of light a is re- 
fracted to c. Join a c. Then evidently if a prism h, exactly like 
^, be placed as in the figure, it also will refract the light to c. 




Fig. 140. 

By using d and g with smaller angles (less deviation) we can 
by trial find positions, so that they also refract to c. Similarly 
e and/; finally between e and /we might place a plate of glass 
with parallel sides. Thus a number of rays from a can be made 
to converge to c. 

The deviation does not depend upon the distance apart of 
the refracting surfaces, but upon the inclination of the surfaces. 
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B (fig. 141) will have exactly the same effect as A, if the 
surfaces of a^b^c^ . . . in B, be inclined at the same angle as 

the sur&ces of a, ^, ^, . . . in A. 

^ B C 

41. Nature of a Lens. 





Fi<i. 141. 



.P 

'M 






If we had a very large num- 
ber of such prisms fitted together 
as in B, the joinings would ap- 
pear smooth and a prism whose 
section is C would be formed. 

We have simply taken the 
rays in the plane of the paper, 
but the rays and prisms would be 
in all directions! C is merely a 
section. 

A body like C, when made of 
a refracting substance^ is called a 
LENS, and it may be considered as being made up of a large 
number of prisms. 

It is found that lenses whose surfaces are parts of the surface 
of a sphere, if the surf cues be small compared with the whole 
surface of the sphere^ act like the prisms in fig. 140. 




IT 






Fig. X43. 

The names given to lenses are (fig. 142) : — 
(M) Double convex — both surfaces convex. 
(N) Plano-convex— one surface convex, one plane. 
(O) Concavo-convex converging— one surface convex, one 
concave. 

(P) Double concave — both surfaces concave. 
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(Q) Plano-concave — one concave, one plane. 
(R) Concavo-convex diverging — one concave, one convex. 
O and R are also called meniscus lenses. 

The first three are thickest at the middle, and are called 
^owDcrging lenses — that is, rays of light, after being refracted, 
converge. The last three are thinnest in the middle, and are 
diverging lenses \ rays of light, after passing through them, 
-diverge. 



42. Surfaces of Lenses are usually Parts of 
Spheres of Equal Radii. 

Fig. 143 shows how a double convex lens is formed ; the 
student should construct figures for the other five lenses. 




Fig. 143. 

The line YX passmg through the centres, is called the 
principal axis, en, Cm will be as before the normals at nm, 
C, e are the centres of curvature. O is the optical centre. 

As in mirrors, the point where parallel rays come to a focus, 
is called the principal focus. 

Use the lenses : hold them so that the sunlight (parallel 
rays) falls upon them; find the focus on a piece of metal; 
measure the distance from the lens to the focus. This is the 
focal distance. 

With M, N, O a focus is found. Converging lenses. 
„ P, Q, R no focus „ Diverging lenses. 

Use also the light of a distant flame (the rays are practically 
parallel), and measure the focal length. 
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Conversely, if a luminous point be placed at the principal 
focus, the rays of light, after passing through the lens, should 
be parallel 

Verify this by fixing the lens on a stand, placing a screen with 
a small hole at its focsd distance ; behind this place a lamp, on the 
other side of the screen ; catch the rays of light on another screen 
at any distance. The sur&ce illuminated should be the same size 
in any position. 

This explains the method of obtaining a parallel beam 
from diverging rays. A converging lens is placed, so that the 
source of light is at its focus. 

Protect the side of lens nearest to the lamp with a diaphragniy 
so that only a small portion of the surface is used. 

43. To Find the Relation between the Distances of 
THE Image and the Object from a Lens. 

Arrange the candle or gas at various distances from the lens ; 
obtain on the screen the image. Measure the distances of 
image and object from the lens (fig. 144). 

Place the eye so that the image on the screen is between 

A 
f 






Fig. X44. 



the eye and the lens, and is about 10 inches away. Remove 
the screen ; the image can still be seen. Take another convex 
lens and magnify the image on the screen. Move away the 
screen ; the image can still be magnified. The image is reaL 
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Example. 
A double convex lens, focal length ii|^ inches (found as in § 42). 



Distance from lens 


(5) 

Value of 

U V f 


Average value 
of /calculated 


of object 
u 


(2) 

I 

u 


of image 

V 


(4) 

I 

V 


21-5 
20 

IS 


•046 
•050 
•067 


24 
28 

45 


•042 
•036 
•022 


•088 
•089 
•089 


n-3 



Columns i and 3 are measurements ; 2 and 4 are calculated from I 
and 3 ; 5 is calculated from 2 and 4 ; 6 is calculated from 5. 

We conclude that in a double convex lens (and by a similar 
method it can be shown to be true for all converging lenses) — 

The sum of the reciprocal of the distances of the object^ 
and the reciprocal of the distance of the image, from the lens> 
is equal to the reciprocal of the focal length. 

This is true for all converging lenses, and we can thus use 
it to find the focal length of a lens. The positions of the image 
and the object are convertible ; when the object is a luminous 
point, these positions are called the conjugate foci of the lens. 



I 2 
If u=sv then >=~. 

/ « 



U V f 

• • J — ■- — 

2 4 



.•. to find the focal distance of a lens, arrange so that the 
image and the object, are both the same distance from the 
lens. The fourth of the distance between the image and the 
object is the focal length. 

Note. — In using a candle there is a little difficulty in determining 
when the best image is obtained. The lens should be covered on one 
side with black paper, so as to leave only a small aperture, otherwise the 
image will be coloured and distorted. Just before deciding the position of 
the image, push the wick out of the flame ; the image of the glowing 
wick can be obtained with great distinctness. 
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44. To Obtain the Position of the Image by 
Construction — Convex Lenses. 

The following experimental results are used : — 

a, Rays parallel to the axis, after refraction pass through 
ihe focus (§ 42). 

b, Rays that pas^ through the optical centre do not undergo 
refraction. In fig. 141 the part ^/ is a glass plate with parallel 
sides ; a ray in passing through such a plate is slightly re- 
fracted (see fig. 133); its direction is parallel to the original 
direction. If the lens be not very thick, and the rays be nearly 
perpendicular to the surface, we can neglect this small dis- 
placement. 

I. The object is twice the focal distance from the tens (fig. 145). 




The ray A ^ by (a) passes through focus / the ray Ke 
by (^) is not refracted \ these rays meet in, a, a is the image 
of A. Similarly b is the image of B. If the surface of the 
lens, be small compared with the sutface of the sphere, all rays 
from A and B will pass through a and b. 

The image is real, inverted, and is the same size as the 
object. 




Fig. X46. 



2. The object is at a greater distance than twice the focal 
distance (fig. 146). 

Use the same construction. The image is real, inverted, 
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and smaUer than the object ; it is moving towards the focus, 
and is diminishing in size. 

3. The object is at a distance less than twice the focal dis- 
tance (fig. 147)- 




Fig. 147. 

The image is real, inverted, at a greater distance away ; it 
is increasing in size. ' 

4. The object is between the focus and the lens (fig. 148). 



a 










Fig. 148. 



The image is virtual, erect, and greater than the object. 
The image being virtual the formula of § 43 becomes 



u V f 
Compare the formulae for convex lenses with those for con- 



cave mirrors. 



Concave Lenses. 



These may be considered to be composed of prisms, whose 
refracting edges are turned towards the centre of the lens. 

Light, then, is refracted from the axis of the lens; diverging 
rays will be the result. 

With a concave lens no real image can be obtained. 




Fig. 149. 
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The formation of the image by construction, is the same as 
with the convex lens. 

The ray A c^ parallel to the axis, is refracted, and appears to 
come from the virtual focus/ 

The ray he through the centre, continues in the direc- 
tion Ke, Both appear to come from a, 

a is the image of 
A ; similarly b is the 
image of B. 

The image is al- 
ways virtual and erect 
The formula con- 
necting the distance of 
the image, the object, and the focus in concave lenses from the 

centre of the lens, can be deduced from - + - =i byremem- 

u V J 

bering that in a concave lens, the focus and the image are both 
virtual. 

The formula becomes -— - = — -. Compare it with the 

u V f 

formula for a convex mirror. 

45. Relative Size of Image and Object. 

By examining any of the figures for lenses, it is seen that by 
similar triangles 

The size of the object is to the size of the image, as the dis- 
tance of the object from the centre of the lens, is to the distance 
of the image from the centre of the lens. 

Examples. XI. 

1. Show how to find the position, and magnitude, of the image of an 
object, placed at a given distance from a convex lens of given focal length. 
An arrow 5 inches long is placed 8 inches in front of a convex lens, whose 
focal length is 3 inches ; find the length of the image. 

2. A convex lens of 4^ inches focal length is held at a distance of 3 inches 
from a disc half an inch in diameter ; find the position and size of the image 
of disc. 

3. Explain the way in which a double convex lens is employed to obtain 
a magnified image of an object. 
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4. On a sheet of paper placed vertically is written a capital L. If an 
observer stand 3 feet in front of the paper, and hold a double convex lens, 
of 6 inches focal length, half-way between his eye and the paper, he will 
see an image of the letter. Draw a picture of the image as seen, and state 
whether it is larger or smaller than lie object. 

5. State generally the effect of a lens upon a ray of light passing through 
it. Show how with a double convex lens, an image of a lighted candle 
may be seen (i) inverted and magnified, (2) inverted and diminished, (3) 
erect and magnified. 

6. A convex lens of 6 inches focal length is employed to read the gradua- 
tions of a scale, and is held so as to magnify them three times. Find how 
far it is held from the scale. 

7. A luminous object moves along the axis of a double concave lens. 
Trace the position and size of the virtual image. 

8. Describe a method of determining the focal length of a convex lens. 
Explain the relation between the effects produced by a convex lens and a 
concave mirror of the same focal length. 

9. Explain the formation of the image of an object by means of a concave 
spherical mirror. Compare a convex spherical lens with a concave 
spherical mirror of the same focal length, as regards its action on a beam 
of light. 

- 10. Find the relation between the positions of the conjugate geometrical 
foci for a concave cylindrical mirror, and explain how to make use of this 
relation to find the curvature of the mirror. 
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CHAPTER VI. 

OPTICAL INSTRUMENTS, 

46. The Camera — The Magic Lantern 

The photographic camera is merely the pinhole camera of 
§ 8, with a convex lens instead of the pinhole, and roughened 
glass instead of the tissue paper. By moving the position of 
the lens, an inverted real image is obtained upon the glass ; if 
the whole be enclosed, so that light enters by the lens alone,, 
and a properly prepared sheet be placed in the position of the 
roughened glass, the image can be printed upon this prepared 
substance. 

In a magic lantern, an inverted transparent figure on glass, 
is placed at a distance a httle beyond the principal focus of a 
convex lens ; if this figure be strongly illuminated^ an erect 
magnified real image is obtained on a screen at a considerable 
distance from the lens. To attain the proper illumination, a large 
convex lens (a condenser) is used to condense the rays from a 
powerfiil lamp upon the glass ; and in order that as many rays 
as possible may be utilised, a spherical reflector is placed behind 
the lamp. 

47. Distinct Vision — Microscopes. 

We see objects best when they are at a distance of from 10 
to 1 1 inches from the eye ; this is called the distance of dis- 
tinct vision ; it varies in different persons. The eye must be 
placed at this distance from an image to see it distinctly. 

The Simple Microscope is a double convex lens of short 
focal length. The eye is placed close to the lens and the 
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object A B is placed at a distance less tlian the focal distance 
(fig. ijo) ; the image, therefore, is virtual (§ 44, No. 4), erect. 



and enlarged. The nearer the object is to the focus the larger 
the image. The lens is moved until the distance of the image is 
at the distance of distinct vision ; this varies in diSerent persons, 
and the lens Ss/ocussed to suit them. If the object be at A B, 
the image is at A' B' ; if at a b, the image is a' V. 

To see A B distinctly without the aid of a lens, it would be ne- 
cessary to place it the same distance away a» A' B'; that is, at the 



distance of distinct image. Drawing Aa', B a' parallel to the axis 
(fig. 151), we see that the effect is to increase the size in the ratio 

A' B' A' B' _ DO _ limit of distinct vision 
b'^ ~ AB ~C0~ distance of the object ' 
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C O is nearly equal to the focal length ; 

.'. roughly, the magnification is the ratio between the distance 
of distinct vision and the focal length. This supposes that the 
eye is at the optical centre O. 

This use of a convex lens, for producing an enlarged, virtual, 
and erect image, should be compared with its. use, when an in- 
verted, real image is produced. 

The Compound Microscope. 

In § 44 we have already eJiamined a real image by means 
of a lens. 

M (fig. 152), is a lens of small focal length ; an object A B 
is placed just beyond its focus j a real, inverted image ab 
of A B is obtained 




A lens N of greater focal length is used to examine the 
image ; N is so placed that the real image ui* is between the 
focus F and the lens ; therefore, an upright virtual image a' ^ 
is obtained. This is at the limit of distinct vision from N. 

M is the object glass ; N the eye piece. Both are sur- 
rounded with blackened tubes, and both can be moved so as 
to occupy the best positions. The object A B must be strongly 
illuminated. 

48. The Astronomical Telescope. 

Revert to the experiments in § 44. 

Fasten the large lens to a light temporary bench ; take it in 
the hand and point it to a distant object. If at night, move the 
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candle as far away as possible. An inverted, real, diminished 
image is obtained on the screen. 

Magnify the image by placing a convex lens of small focal length 
on the bench, using it as a simple microscope; then remove the screen; 
the small lens magnifies the image, producing, compared with the 
image, an upright, virtual, enlarged image. Surround both lenses 
with blackened tubes, and an ordinary astronomical telescope is 
formed ; the tubes slide one within the other for adjustment. 

fl!^ is an object at a great distance ; ^^^ is the refractor, 
-with its focus at/i ; the image, real, inverted, is formed at a^bx* 
The eye piece eg magnifies (see simple microscope) the real 
image a^b^. The eye sees the virtual image, a<ib^^ inverted, as 
compared with a b. Practically, a b being at a great distance, 




Fig. 153. 



iZi^i is formed at the focus /j. In examining celestial bodies 
the inversion causes no inconvenience. 
The magnification is nearly 

focal length: of object glass 



j> 



» 



eye piece 

If eg be moved, so that a^bi is at a greater distance from eg 
than its focal distance, A real inverted image of the image a^b^ 
will be formed on the other side of eg] that is, the second 
image will be erect compared with the object a b. This second, 
real, erect image can, as in fig. 153, be examined by another 
lens similar to ^^; the result is an erect virtual image. With 
proper tubes, a simple terrestrial telescope is formed. In 
practice, two similar convex lenses, are so arranged between the 
the first image a^b^ and the eye piece eg^ that they produce a 
second, real, erect image of ab ; this image is magnified by eg, 

49. The Galilean Telescope — Single Opera-Glass. 

Instead of using a convex lens to examine the real image in 
fig. 144, use a concave len6 ; begin in the position in which the 

Q2 
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convex lens was placed and move up to the screen ; no image is 
obtained. Remove the screen and move the concave lens gradu- 
aDy towards the large lens ; at length the candle or object is seen^ 
but it is ERECT. Refer to § 44 concerning concave lenses. 

If the large lens and concave lens be sxirrounded with 
proper tubes, the Galilean Telescope is formed, and on a 
smaller scale the opera glass. 

^^ is the refractor or object glass, eg the eye piece ; the 
object a b would form a real image a^b^^ but the rays meet the 
concave lens eg^ whose focus is f^ Thus the rays which were 




Fig. 154. 



converging to ^i, appear after refraction as if they came from 
(?.2* An erect image of the object ^ ^ is obtained ; ab being at 
a great distance, a^b^ would practically be at the focus of ^^. 

The magnification is focal length of objectjlass 

„ „ eye piece 

Examples. XII. 

1. What is the relation between the magnifying power of a compound 
microscope and the focal lengths of the lenses employed in it ? 

2. Trace a pencil of ra3rs from an object through one of the sides of 
an opera glass, and explain the action of the lenses on it. 

3. Sketch and describe a magic lantern showing the effect of the lens. 

4. Describe the astronomical refracting telescope. If it is adapted so that 
rays coming from a distant object shall form a parallel pencil after passing 
through the telescope, what change must be made in or Jer that an object 
may be seen distinctly by means of it ? 

5. Explain the different effects produced by a convex lens when it as. 
used (i) as the object glass of a telescope, (2) as a magnifying glass. 
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CHAPTER VII. 
COLOUR. 

50. Analysis of Light — Spectrum. 

In using the prism, colour was introduced into the images ; 
in experimenting with a large lens colour also appeared. The 
colour seemed due to refraction. 

Use either sunlight passing through a hole in the shutter, 
or remove the objectives from the lantern ; cover the opening 
with a cap in which a small hole is cut, and with a large lens 
focus the hole on the screea A circular spot of light is 
obtained. Place the prism in the path of the beam ; the circle 
spreads out into a band of colour. This band is called a 
spectrum. The name dispersion is given to this separation. 
Some colours are refracted more than others. The order of 
the colours is red, orange, yellow, green, blue, indigo, violet ; 
red is refracted least, violet most. We found that certain 
liquids, especially carbon disulphide, refracted light more than 
glass. A carbon disulphide prism is therefore frequently 
used instead of a glass prism ; greater dispersion is thereby 
obtained. 

Instead of a hole, use a slit i^x-^ (see fig. 155), cut in 
blackened paper, and forming the front of a cap, that slips on 
the lantern; focus the slit S on the screen A B by means of the 
lens M. Interpose the carbon disulphide prism R P Q, and the 
spectrum A' B' is obtained. Protect the convex lens by a square 
of blackened cardboard, to prevent stray light from reaching 
the screen ; a square of white cardboard forms a convenient 
screea 
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Having received the colours on a sheet of cardboard, place 
the eye in the band of colour and move it ; in different posi- 
tions the slit is seen coloured differently: the spectrum is made 
up of a large number of coloured images on the slit Cut a. 




fine slit in the screen and allow, say, the green light to pass 
through ; use another prism and refract the green rays : there is 
no further breaking up of colour. The colours are simple colours. 



51. Synthesis of White Light. 

If white light be made up of the foregoing colours, by 
mixing these colours white light 
should be produced. 

tst Meihod. — Arrange a prism 
to obtain a spectrum. Place a 
similar prism near the former so 
that their faces are parallel, as in 
*^"'' ""' figi 56. The light, on emerging 

from the second prism, is no longer coloured. Slip a card be- 
tween them ; notice the small spectrum on the card; place the 



Colour 231 

card so that it stops part of the light. The light stopped is 
coloured. The image on the screen is coloured. 

2nd Method, — Let the spectrum fall- upon the concave lens. 
At its focus, where all the coloured rays mix, a white image is 
obtained. Cut off some of the rays with a card before they 
pass through the lens— say at the red end of the spectrum. The 
image at the focus is blue.. 

^rd Method, — Fill a tall confectioner's jar with clear water. 
Let a vertical beam, after passing through the prism, fall 
upon the jar. The rays converge after being refracted by the 
jar ; the image on the other side is white. Interpose a card 
between the prism and the jar. Notice the colour stopped by 
the card, and the result on the image. Stop the blue end ; red 
appears on the screen. 

^th Method,— DividQ a disc of cardboard into fourteen 
equal parts. Beginning with red, paint the sectors with brilliant 
colours in the following order : red, orange, yellow, green, 
light blue, dark blue, purple. Paint a black ring round the 
coloured sectors, and also a black circle at the centre. Fasten 
this colour disc to a whirling table or top (see Appendix) and 
tura The colours blend and white is produced. 

Fasten sectors of white paper over any colour. On turning, 
distinct colour appears : cover up the red and orange ; a blue tint 
appears. Cover up the blue and purple ; a red tint appears. 
Newton concluded that 

IVhite tight is made up of seven colours^ each colour having 
a different refrangibility, 

52. Colour of Bodies. 

Violet is refracted more than blue, blue than yellow ; red 
is refracted least of all. 

The division into seven colours is arbitrary ; there is in 
reality an enormous number, one colour passing into another. 
By abstracting any of the components, as was done in the 
previous experiments by stopping certain rays, the balance is 
disturbed and colour results. 

Colour is the result of suppressing colour. 

Place coloured objects in the spectrum ; move a bright red 
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ribbon along it. The red is deepened in the red end ; at the 
blue end it appears black — that is, colour is absent Similarly 
a deep blue ribbon appears black at the red end. 

53. Reflected, Absorbed, Transmitted Colours. 

We learn that colour does not depend upon the body but 
upon the kind of light that falls upon it. 

Cover the slit of the lantern with a red glass ; the blue end of 
the spectrum is extinguished. Try a blue glass ; the red end is 
extinguished. A yellow glass allows yellow and part of the 
green and orange to pass. Use both red and blue ; no light 
passes. Use blue and yellow ; a little of the green is seen. 
The red glass absorbs blue light and allows only red to pass. 
The blue absorbs red light and allows only blue to pass. 

Collecting our facts, we find that bodies absorb, transmit, 
and reflect light ; that bodies reflect the light they transmit, 
and conversely. A red coat is red because it absorbs all the 
colours save the red ; this it reflects. The speedwell is blue 
because it absorbs all the red and reflects the blue. Red glass 
is red when held to the light because it absorbs all the blue 
and only allows the red rays to pass through. 

If these conclusions be correct, then if light, instead of 
being composite, were homogeneous, variety in colour would 
be non-existent This can be tested by holding platinimi wire 
dipped in common salt in the flame of the Bunsen burner ; if no 
other light be in the room, the intense yellow flame only supplies 
yellow light ; bright red, blue, etc., will appear black; everything 
in the room is in a shade of yellow or is black. 

54, Complementary Colours. 

It is found that, by properly selecting two colours and 
blending them, white is produced. Any two colours that 
make white light when combined, are called complementary 
colours ; red and blue, yellow and blue, are complementary 
colours. 

The common experience is that yellow and blue make 



Colour 233 

^een, but a mixture of pigments is different from a mixture of 
colours. Cover the slit with a solution of copper sulphate in 
the ceU ; the blue and part of the green rays pass and appear 
on the screen : on using a solution of picric acid (yellow) the 
yellow rays and part of the green rays pass. 

When blue and yellow paints are mixed, the blue absorbs 
all save the blue and green ; these it reflects. The yellow absorbs 
all except yellow and green. But the blue absorbs the yellow 
and the yellow absorbs the blue ; the only part reflected is the 
green : we then call the mixture green. 

55. Chromatic Aberration. 

The violet rays are refracted more than the red. When 
light passes through a lens there wilt be a focus for each of the 
coloured rays. 

Use the lai^e lens and the candle, as in § 43 ; remove 
the black diaphragm ; receive the image on the screen ; as the 
screen approaches the lens from a distance, the edge of the 
image is coloured red, bordered with violet on the outside (fig. 
157). At a certain point a fair image in which red predominates 



is produced, violet being on the outside. Nearer the lens the 
violet predominates ; the violet is in the centre, the red on the 
outside. 

This is called chromatic aberration. ar,br' represent the 
«xtreme red rays, b v, b v' the extreme violet. The aberration 
is greatest at the edge where the inclination of the side of the 
lens is greatest, and therefore where the dispersion is greatest 

By using a stop many of these extreme rays are cut off. 

A lens forms an image because of the deviation ; as this 
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deviation in a single lens is accompanied by dispersion, chro- 
matic abeiration is unavoidable. In fig. 156 the dispersion is 
remedied by the second prism, but the rays E are parallel to S; 
the emergent beam is achromatic, but there is no deviation. If 
the first prism be made of crown glass, its angle being 60°, a 
certain angle is formed between the red and violet rays. The 
same dispersion is produced by a flint-glass priamwithan angle 
of 37°. Now imagine the second prism of fig. 156 to be of flint 
glass with an angle of 37°, then the red and violet rays on 
emerging will recombine. The average deviation caused by the 
first prism is 40°, the deviation caused by the second prism is 
25^" ; therefore in the positions given, the general deviation 
will be i4i''(4o— asi). Thus by two prisms we obtain deviation 
and avoid dispersion as faras/Wc particular rays are concerned; 
the result is not absolutely achromatic 

Turn to lenses. Using a convex lens of crown glass (fig; 
158, B), a concave lens of flint glass A is placed 
in contact, so that a concave surface fits closely 
to a convex surface. A ray meeting the convex 
lens would have one focus for the violet rays and 
one for the red rays, as in fig. 157 ; the effect of 
the flint concave glass is to correct this disper- 
sion, as in the case of the prism. It also lessens- 
Fig, isB. the deviation. In practice, the dispersion for the 
blue and orange rays is corrected. Such a combination is 
called an achromatic lens ; it takes the place of the single 
lenses in the optical instruments described. 

Examples. XIII. 

I. If you hold one piece of glass up to the sun it appears dark red ; if you 
hold another up to the sun it appears dark blue. If you put the two glasses 
together you cannot see the sun at all through them. How is this ! 

Z. How would you disprove, experimentally, the asseition that white 
light passing through a piece of coloured glass acquires colour from the 
glass? What is it that really happens ? 

3. A lamp flame, looked at through a glass prism, appears to be coloured 
blue on one side and red on (he other. Draw a picture tracing the rays 
from the [amp to the eye, and showing which side of the coloured image 
is red, and which side is blue. 
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4. Given a powerful source of light, such as lime light or an electric lights 
explain how you could obtain a spectrum of it on a screen. 

5. Explain, and illustrate by a figure, what happens to a ray of sunlight 
in passing through a triangular prism. Under what circumstances will the 
ray fail to pass through it ? 

6. Describe the construction of an achromatic prism, and draw a picture 
showing the passage of a beam of light through it. 

7. Why is it that, if you look at a white sheet of paper through a slab of 
glass held obliquely, one edge of the paper looks blue and the other red ? 

8. Light enters a room through blue glass ; what appearance does a red 
coat present in such a room ? 
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CHAPTER VIII. 

the speed of light— the wave theory. 

56. Speed of Light. 

The speed at which light travels is so enormous that up to 
recent times philosophers believed that it moved over all space 
instantaneously. That light required a definite time to uavel 
over any given space was thus discovered : — 



Kceuer's Calculation. 

Jupiter b a planet revolving round the sun; it has four 
satelhtes like our mooa The motion of one of these satellites 

had been observed, and it was found that the satellite, eclipsed 
at r^^ular periods, was before its time when the earth was about 
T (nearest Jupiter) (fig. 159), and behind its time when the eaith 
was at T' (greatest distance from Jupiter); the ditference was 16J 
minutes. In 1675 Rcemer, a Danish astronomer, reasoned that 
this difference must be due to the time it takes light to travel 
from T to T' — that is, the diameter of the earth's orbit This 
is 186,000,000 miles. 186,000,000 miles in 16J minutes gives 
a speed of i$$,88S miles per second. 
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FiZEAU*s Methoix 

Suppose we have a toothed wheel, 100 teeth and 100 spaces^ 
and that 50 feet away from the wheel is a target. Suppose we 
can fire a peculiar kind of bullet in a straight line through one 
of the spaces, in such a way, that it is reflected back in a straight 
line ; it will then return through the same space. 

Imagine the bullet fired when the wheel is moving; then, if 
it travel quick enough, on returning it may just strike the first 
tooth ; if a little later it will come through the next space. 

Example. 

When the wheel tarns 100 times in a minute the ball is stopped by the 
first tooth. 

The time it takes the wheel to move so that the first tooth 

occupies the position of the first space is - x-^x — of a 

2 100 100 

minute. The ball has travelled twice 500 feet 

/. the speed of the ball is 100 feet in of a minute 

20000 

= 2,000,000 feet per minute. 

If we double the speed of the wheel, then the bullet should 
get through the first space ; if we treble the speed it should be 
stopped ; with 400 turns a minute it should get through the 
second space. Thus the measurements could be checked. 
Fizeau applied this method to measure the speed of light 
Light was sent through a space in a wheel with 720 teeth ; it 
travelled to a mirror 8,663 metres away, was reflected, and after 
reflection passed through the space ; when the wheel turned 
1 2 '6 times a second, the hght was eclipsed : it was stopped by 
the first tooth. 

.". the time to travel (2x8663) metres was - x — x — 

2 720 12*6 

second : that is, 1 7326 metres in second : 

2304 

•. speed = 17326 X 18144 metres per second 

= about 314,000,000 metres a second. 
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The results were confirmed by doubling the speed of the 
wheel, when light passed through ; on trebling the speed, eclipse 
took place. 

Careful results show, that the speed is about 186,000 miles 
per second. 

57. The Wave Theory of Light and Radiant Heat. 

It is found, that the best explanation can be given of all the 
phenomena of light, by supposing that it travels in waves, whose 
particles vibrate across the line of direction as do water waves. 
See 'Sound,' Chap. II. § 7. 

The wave lengths of violet rays are the shortest, those of the 
red rays the longest. These waves affecting the eye cause the 
sensation of violet light and red light 

When waves of all the different wave lengths strike the eye 
they give the sensation of white light ; if any be absent colour 
is produced. 

The particles that vibrate are not composed of air. They 
are supposed to pervade all space and are called ether spheres. 

The number of waves in a given distance determines the 
colour, and the amplitude of the waves the intensity of the 
colour. 

The fact that light is generally accompanied by heat, that 
when we focus light, heat is also focussed, has led to the con- 
clusion that radiant heat is also propagated in waves, the waves 
being shorter than those of light ; or, more correctly, light and 
heat are propagated by the same kind of waves. When a body 
is heated it causes heat waves. As the heat increases red 
waves (red heat) are caused, followed by white heat, in which 
all light waves are included. Beyond the red part of the 
spectrum heat can be detected, although the wave length is 
not sufficient to cause the sensation of light Beyond the 
violet end the spectrum can affect chemical substances, and by 
proper arrangements can be made to emit light. These waves 
are known as the Actinic waves. 

Our eyes can only be affected by light waves between 
certain limits ; when the waves are shorter (beyond the violet) we 
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fail to perceive them, and when longer than the red we also 
fail to percfeive them. There is some analogy between this and 
sound ; when the vibrations are below 16 per second no musical 
note is detected, and if the vibration be beyond 30,000 per 
second again the note is undetected by the ear. Just as red rays 
and violet rays are focussed at different points when light passes 
through a lens, so heat rays have their own focus, which is 
slightly farther from the lens than the focus of the red rays 

Examples. XIV, 

1. Give a drawing showing clearly the * spherical aberration' brought 
about by a spherical concave mirror which receives a beam of parallel 
rays. 

2. Light (of one colour only) radiates from a point on the axis of a large 
convex lens, and converges on the other side of the lens. Describe and 
explain the effect of interposing a *stop' (i.e. an opaque screen with 
circular aperture) between the source of light and the lens. 

3. A beam of sunlight is brought to a focus by means of a double convex 
lens (not achromatised). Explain the appearance observed upon a screen 
placed (i) between the lens and the focus, (2) beyond the focus. 

4. Explcin how to obtain an achromatic image of an object by means 
of {a) prisms, {b) lenses. 

5. Describe any way in which the velocity of light has been measured. 

6. Roemer determined the velocity of light by observations of the 
eclipses of one of Jupiter's moons. State clearly the nature of his obser 
vations, and the reasoning by which the velocity of light was deduced from 
them. 
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SCIENCE AND ART DEPARTMENT. 
SOUND, LIGHT, AND HEAT, 1887. 

First Stage, or Elementary Examination. 

You are only permitted to cUtempt eight questions. Of these not more 
than four may be selected from the same section. 
The value attached to each question is the same. 

Section I. 

1. State Boyle's law, and explain under what conditions it is true. 
What will be the change in volume of a quantity of air which measures 

20 cubic feet, jf the pressure on it changes from 15 lbs. on the square inch 
to 10 lbs. on the square inch? 

2. What is meant by a wave of sound and by the length of a wave ? 
Explain how sound is transmitted through air. 

3. Describe the way in which the velocity of sound in water has been 
determined. 

4. A steel wire, one yard long and stretched by a weight of 5 lbs., 
vibrates loo times per second when plucked. If I wish to make two yards 
of the same wire vibrate trvice as fast, with what weight must I stretch it ? 

5. Describe a mouth (or flue) organ pipe. If two such pipes of the 
same length are sounded, one of them being open and the other closed, 
how do the notes differ from each other? 
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Section II. . 

6. Explain, by the aid of a sketch, how shadows are produced. 
Hence explain an eclipse of the sun. 

7. Describe the method of using a Bunsen photometer to compare the 
illuminating powers of two sources of light. 

8. Explain how the appearance of a stick partially immersed obliquely 
in water agrees with the law of refraction. 

9. What do you understand by the focal length of a convex lens ? 

If a small object be placed so that its distance from the lens is a little 
greater than the focal length, where will the image be ? Will it be upright 
or inverted, real or virtual ? 

10. A right-angled isosceles prism is sometimes used as a plane minor. 
Explain, by the aid of a sketch, how it can be so used. 

Section III. 

11. How would you prove that zinc expands more than copper when 
rods of the two metals are heated through the same range of temperature ? 

12. Water is said to have its maximum density at 4° C. Explain what 
this means. 

In what respect is the behaviour of mercury different from that of water 
when both are gradually warmed from oP C. ? 

13. Explain, by the aid of a sketch, how a building is heated by hot 
water carried in pipes from a boiler in the basement of die building. 

14. Define dew point. How is dew formed, and why is it more copious 
on some substances than on others ? 

15. State the effect on the volume of a given mass of air of altering its 
temperature without altering its pressure ; also the effect on its pressure of 
altering its temperature without altering its volume. 

Second Stage, or Advanced Examination. 

Section I. 

21. How would you compare the velocities of sound in different gases? 

22. Describe the method of testing the state of disturbance of the air 
at any part of an open organ pipe, when a musical note is being produced 
from it. 

What results will be obtained when the first harmonic is being produced 
from the pipe ? 
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23. Four strings of the same material and length, but of thicknesses i, 
I '5, 2*5, and 3, are stretched on a violin and tuned so as to give successive 
fifths. Compare the tensions of the several strings. (The thinnest string 
is to give the highest note. ) 

24. Explain how to determine the time of vibration of a given tuning- 
fork, and state what apparatus you would require for the purpose, 

25. Describe an experiment to prove that two sounds may produce 
perfect silence. 

Section II. 

26. Explain how to determine the focal length of a double convex lens 
without the aid of sunlight. 

27. Explain how to measure the refracting angle of a prism, and the 
refractive index of the material of the prism. 

28. Describe the method adopted by Fizeau for determining the velocity 
of light. 

29. A brightly illuminated vertical slit in the shutter of a dark room is 
looked at through a prism with a vertical edge. Draw a picture showing 
how the image seen is formed, and explain why it is coloured. 

30. A convergent pencil of light falls upon a concave lens. Trace the 
position of the image as the point of convergence of the pencil moves from 
an infinite distance up to the lens. 

Section III. 

31. Define specific heat. 

A copper calorimeter having a mass of 125 grams contains 40Q 
grams of water at 15° C. ; into this are placed 556 grams of copper at a 
temperature of 95° C, and the final temperature is 24° C; find the specific 
heat of copper. 

32. What is meant by saying that the mechanical equivalent of heat is 
772 foot pounds ? If the standard substance were iron (whose specific heat 
is *II4), what would be the value of the mechanical equivalent of heat ? 

33. Distinguish between the apparent and the absolute expansion of 
mercury. Describe some method by which one or the other may b^ 
experimentally determined. 

34. Describe the method of using a dew-point hygrometer to detennine 
the hygrometric state of the air in a room. 

35. State the laws of fusion. What is the effect of pressure in changing 
the temperature at which water freezes ? 
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LONDON UNIVERSITY MATRICULATION 

EXAMINATION. 

Selected Questions. 

HEAT. 

1. How is the apparent related to the absolute expansion of a liquid? 
A glass bottle holds 1359*6 grams of mercury at a temperature of melting 
ice. If the temperature be raised to that of boiling water how much 
mercury will be expelled from the bottle, the coefficient of expansion of 
mercury in the glass being *oooi54? 

2. State Boyle's law. If a quantity of air be saturated with aqueous 
yapour, will it obey Boyle's law (i) when compressed, (2) when allowed 
to expand ; and if not, in what way will it diverge from the law ? 

3. Distinguish between calorimetry and thermometry. 

20 grams of steam at 100^ C. are condensed in a metal worm surrounded 
by 200 grams of water at loP C. If the water equivalent of the worm be 
10 grams, and the latent heat of steam be 536, determine the temperature 
to which the water is raised. 

4. How would you compare the thermal conductivities of bodies 
whose capacities for heat per unit volume are different ? 

5. What is meant by a compensated pendulum? How would you 
construct a compensated pendulum from rods of zinc and iron, assuming 
that zinc expands two and a half times as much as iron under the same 
circumstances ? 

6. What is the latent heat of fusion of a substance ? 

A pound of ice at o^ C. is thrown into 6 pounds of water at 15° C, 
contained in a copper vessel weighing 3 pounds, and when the ice is 
melted the temperature of the water is 2^ C. Find the latent heat of 
fusion of ice, the specific heat of copper being *095. 

7. Explain what is meant by the statement ' the coefficient of expan- 
sion of air is ^. ' 

The volume of a certain quantity of air at 50^ C. is 500 cubic inches. 
Assuming no change to take place, determine its volume at -50° C. and 
at 100' C. respectively. 

8. Define specific heat, and describe an experiment by means of which 
the specific heat of oil and water may be compared. 

9. B C is a zinc rod riveted at B to an iron rod B A, and at C to a 
second iron rod C D. Show what must be the length of the rod B C rela- 
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tively to the sum of the lengths A B and C D, in order that the distance of 
the end points A and D may not be affected by change of temperature. 

A 



6 



Fig. x6o. 

10. Explain the terms * latent heat of water.' If the latent heat of 
water be represented by 8o when temperatures are measured on the 
Centigrade scale, what number will represent it when the temperatures 
are measured in the Fahrenheit scale ? 

11. Describe experiments to prove (i) that metals conduct heat better 
than wood ; (2) that silver conducts better than tin ; (3) that mercury con- 
ducts better than water. 

12. A vessel contains air at o^ C. and at 'atmospheric pressure. It is 
heated to loo® C, and during the process one ounce of air escapes. How 
many ounces of air were there originally in the vessel, the expansion of the 
vessel itself being neglected ? The coefficient of expansion of air at constant 
pressure is ^. 

13. If 25 grams of steam at icx)° C. be passed into 300 grams of 
ice-cold water, what will be the temperature of the mixture, the latent 
heat of steam being 536 ? 

14. Describe experiments illustrating the difference between tempera- 
ture and heat 

In 100 grams of boiling water (/=ioo) there are placed 20 grams of 
ice,, and the temperature falls to 70° when the ice is just melted. What is 
the latent heat of fusion of ice, assuming no heat is lost ? 

15. Distinguish between saturated and unsaturated vapour. 

What is meant by the statement that, when the dew point is 20® C. , 
the maximum pressure of aqueous vapour in the air is that due to 17 '4 mm. 
of mercury ? 

16. A building is heated by hot- water pipes ; how does the heat get 
from the furnace of the boiler to a person in the building ? What would 
be the effects on the temperature of the more distant parts of the building 
of coating the pipes near the boiler (a) with woollen felt, (h) with dull 
black lead ? 

LIGHT. 

I. Define the centre and focal length of a lens, and show that when a 
real image is formed by a convex lens, the size of the image bears the same 
ratio to the size (linear dimensions) of the object as the distance of the 
image from the principal focus bears to the focal length. 
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2. What do you understand by an image ? Draw a figure showing 
the way in which an image is formed by a plane reflecting surface. Will 
the apparent position of the image depend upon the position of the 
observer ? 

3. What laws are* obeyed when a beam of light passes from one 
transparent medium to another ? A ray of light passes from air to a certain 
liquid ; the angle between the incident ray and the normal to a surface in 
air is 60^, and the angle between the reflected ray and the normal to the 
surface of the liquid is 45°. What is the refractive index of (he liquid ? 

4. A bright object is placed between two plane mirrors inclined at 45°. 
Draw a picture showing the path of a ray of light proceeding from the 
object, and reaching the spectator's eye after four reflections. 

5. How is the focal length of a convex lens best determined without 
the aid of sunlight ? 

An object is placed eight inches from the centre of a convex lens, and 
the image is found twenty-four inches from the centre on the other side of 
the lens. If the object were placed four inches from the centre of the 
lens, where would the image be ? 

6. State the laws of reflection of light, and draw a diagram showing 
under what circumstances a virtual image of an object can be formed by a 
concave mirror. The radius of such a mirror is six feet, and a circular disc 
one inch in diameter is placed on the axis of the mirror at a distance of 
two feet from it. Determine the size and position of the image. 

7. Draw diagrams showing how a convex lens may be used either as 
a magnifying glass, or to form a real image of a distant object. 

8. When a bright object is seen by reflection in a plate glass mirror 
several images are sometimes visible. Explain the formation of them. 
Which of them is generally brightest, and why ? 

9. What is meant by saying that the refractive indices of glass and 
water are 1*5 and 1*33 respectively? Show for which of these substances 
the critical angle or limiting angle of refraction is the greater. 

10. An image of a candle flame, eight times as broad as the flame, is 
to be thrown by means of a convex lens on a wall, at a distance of twelve, 
feet from the candle. What will be the focal length of the lens required, 
and where must it be placed ? 

1 1. What is meant by the refractive index of a substance, and by total 
internal reflection ? Describe some experiment by which the phenomenon 
of total internal reflection may be produced and observed. State also how 
the minimum angle of incidence at which total internal reflection takes 
place may be determined. 

12. Under what circumstances is total internal reflection possible? A 
ray of light passing through a certain medium meets the surface separating 
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the medium from air at an angle of 45^, and is just not reflected. What 
is the refractive index of the medium ? 

13. Two mirrors are inclined to each other at right angles. Show that 
three images of an obj<ict placed in the angle between the mirrors are 
formed, and draw the pt ^ ^<^ rays by which the second image can be 
seen by an eye looking a\ sr. 

14. What are the laws of the refraction of light? Describe some 
apparatus by which they can (approximately) be verified. 

15. An object three inches in height is placed at a distance of six feet 
from a lens, and a real image is formed at a distance of three feet from the 
lens. The object is then placed one foot from the lens. Where, and of 
what height, will the image be ? 



CAMBRIDGE LOCAL EXAMINATIONS. 

HEAT, 

Junior Students, 1886. 

1 . Explain generally the methods by which qi*antity of heat is measured. 
What is meant by saying that heat is a form of energy ? 

2. Describe an air thermometer, and point out in what respects air is 
advantageous as a thermometric substance. A given quantity of air at 
0° C. and 760 mm. is heated in a closed vessel so that it cannot expand ; 
its pressure is now found to be 1140 mm. Calculate the temperature to 
which it has been heated. 

3. What is meant by the * latent heat of fusion ' of a substance ? State 
how the fusing point of a substance is affected by pressure. 

4. State the laws of conduction of heat, and mention examples of very 
good and very bad conductors. 

5. What do you understand by the maximum pressure (or * tension ') of 
a vapour at a given temperature ? Describe how you would show experi- 
mentally that the vapour of water exerts a pressure at ordinary tempera- 
tures. 

6. Upon what conditions does the humidity, or moistness, of the air 
depend? What is the relative humidity of the atmosphere when the 
temperature is 16° C. and the dew point 9° C. ? 

[Maximum pressure of aqueous vapour at 9® C. = 8*5 mm. 
,, „ ,, 16° C. = i3-6mm.] 
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7. Define the mechanical equivalent of heat, and describe a method of 
determining its value. Why should you expect that more heat would be 
required to raise the temperature of a given mass of gas through a certain 
range of temperature when its pressure remains constant, than when its 
volume remains constant ? 

Senior Students. 

1. Describe any accurate method for determining the coefficient of 
linear expansion of a metal bar. 

Show that the coefficient of cubical expansion of a solid is approximately 
three times the coefficient of linear expansion. 

2. A quantity of air at 12® C. and 730 mm. pressure collected over 
water measures 250 cc. Find the volume of the dry air at 0° C. and 'joo 
mm., explaining each step in the calculation. [Maximum pressure of 
aqueous vapour at 12^ C. = 10*5 mm.] 

3. Explain the use of the terms saturated and unsaturated vapour. 
Describe some experiment by which the pressure of the saturated vapour 
of a volatile liquid at different temperatures may be measured. 

4. Define the term specific heat. A solid at a temperature of 100^ C. 
weighing 45 grams was dropped into 120 grams of water at 15° C. ; the 
temperature of the resulting mixture was 19° '6 C. : find the specific heat 
of the solid. State what further experimental data would be necessary to 
obtain a more accurate result 

5. A hot body is placed on a table in a room whose temperature is 
lower than that of the body \ explain clearly how it may lose heat and how 
the loss may be hindered. 

6. Define the term hygrometric state, and describe an experiment to 
determine the hygrometric state of the air. 

7. Offer an explanation of the following experiment : The walls of an 
empty green-house are hung with black cloth ; when the sun is shining 
the temperature of the house is found to rise rapidly ; but if the black 
cloth is replaced by polished metal plates the house is scarcely warmed at 
all. 

8. When the brake is applied to the wheels of a moving train it is 
found that the wheels become heated ; account for this. 

A boy can do 1200 foot pounds of work per minute ; supposing that 
the work is applied to heating water, find how many pounds of water 
would be raised from o^ C. to icx>^ C. in half an hour, the mechanical 
equivalent of heat being 1390 foot pounds per centigrade unit of heat. 



Heat 249 



OXFORD LOCAL EXAMINATIONS. 

HEAT. 

Senior Candidates, 1886. 

1. Describe the air thermometer. AAliat are its advantages and defects 
as compared with the mercurial thermometer ? 

2. How does the pressure of a given mass of gas at constant volume 
vary with changes of temperature? A certain mass of gas at 15** C. is 
under a pressure of 743 mm. What will be the pressure if the temperature 
be raised to 100° C, and the volume be doubled ? 

3. Show how the dew point may be found by means of a condensing 
hygrometer. 

4. Explain how it is possible to determine the height of a mountain by 
observations on the boiling point of water. 

5. What is meant by the latent heat of fusion ? How is the latent heat 
of water determined experimentally ? 

6. How may it be shown that radiant energy follows the same laws of 
efiection and refraction as light ? 
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APPARATUS, 

The following is a list of the apparatus and materials needed to perform 
the experiments in the work. The articles in lists A, with approximate 
prices, are those that will probably be obtained from instrument makers. 
Teachers with manipulative skill and time may reducfe these lists consider- 
ably. They are recommended to obtain Outline of Experiments and 
Description of Apparatus and Material prepared by the late Professor 
Guthrie, F. R. S. , issued by the Science and Art Department This valu- 
able pamphlet has been frequently used in this work. Further instruction 
in the making of apparatus may be obtained from Weinhold's Experimental 
Physics (Longmans). The construction of the apparatus in lists B is de- 
scribed in the work. Details of lists C follow. 

With the addition of the apparatus in italics, and omitting those with 
an asterisk, the lists comprise the apparatus considered"by the Science and 
Art Department to be indispensable for the efficient teaching of the 
subjects. 

The Department grants an aid of 50 per cent., on most of the articles 
mentioned, to science classes connected with-it. Teachers should apply 
for catalogue No. 2 and forms 49 and 929. 

The numbers in brackets refer to the sections. 
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Appendix 



HEAT. 



A. 





s. 


d. 


Cryophorus 


5 





Thermometers : 






2 Centigrade, to loo^ and 






200° .... 


3 


9 


I Fahrenheit, to 212° 


I 


6 


Contraction apparatus (21 ) . 


10 





2 concave tin reflectors (71) 


25 


-0 


Set of iron balls, 4 lbs. to j^ lb. , 






with ring handles . 


5 





Stand for balls . 


2 


6 



Copper ball, 5 lbs. , with ring 
Set of cylinders (64). Copper, 
tin, lead, iron, zinc, bis- 
muth, cork, wood . 
Leslie's cube (71) 

1 lb. thermometer tubing . 

2 lbs. barometer tubing 
Rods of brass, iron, etc., 

18 m. (3) 
Bell jar, with stopper . 



B. 



s. 



6 

2 
I 
2 

o 
I 



d. 
6 



o 
6 
6 
6 

6 
o 



Differential thermometer (30), unequal expansion bar (24), apparatus to 

show expansion of metals (3), Gravesande's ring (3). 
Water hammer (if. 6^. ) 

SOUND. 



s. 


d. 


s. d. 


63 





Toy balloon 


5 





Gas cylinder, 12 ins. (35) . i 3 


18 





Strong globular flask (2) i 6 


5 





Child's whistle (40) . 


8 





Deal rod, 12 ft. by i in. by 


4 





J in. (^) . 
Thin deal board, 24 ins. sq. {c) 


7 


6 


2 round deal rods, 6 ft x ^ 


4 





in 


40 





2 round oak rods, 6 ft x ^ in. 


6 





Hand bell (^ ... 



Air pump (2) . 
Alarum (2) (a) . 
Indiarubber tubing, 36 ft . 
Fire syringe (* Heat,* § 29) . 
Two tuning-forks in unison . 
One tuning-fork octave higher 
Iron table vice, with cork- 
lined clamp . 
Violin bow (I) . 
* Organ pipe to show nodes . 40 
2 tin tubes, each 3 ft x 4 ins. 6 

{a) Use common alarum clock. 

{b) Cover with list, suspend by threads, and use for sounding board. 

(c) Use for sounding board. 

{d) Use stoppered bell jar (* Heat *). 

B. 



Boyle's tube on board with scale (*Heat,* § 25). 



Apparatus 



(a) Savart s toothed wheel ; (i) siren ; (c) hmnming-top fitted with Savart's 
wheel; (i^ monochord) ; («) square of glass (l) ; (/) set of weights, 
3 of lo lbs., I of 30 lbs. ; (g) long trough (6), 4 ft by Sins, by 6 ins., 
with glass fconL 
Simnd Inmgh to show want motion. 
Bex for shewing vortex rings. 

{a) Sat/arfs lVhecl. — \ thia sheet-iron wheel of 24 centimetres dia- 
meter ; divide the circuiDference into 34 parts ; notch in each part six 
teeth. 
{t) Siren, — A thin sheet of good, smooth, stiff cardboard. From the 
centre ; draw circles baviDG the following radii: 8*5,9-5, 10-5, 11 -5, and 



13 centimetres. By geometrical means draw diameters at, ed; then obtain 
the points /, g, h, i ; join the opposite points ; the circle is now divided into 
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twelve parts ; divide each part of the circle having the radius 9*5 centi- 
metres into five parts. Bisect each twelfth part, and draw the radii ; now 
bisect each part of inner circle, trisect the parts of the third circle, and 
divide the parts of the outer circle into four parts. Indicate the points 
carefully, and have the holes punched by a saddler. The first three circles 
of holes will be sufficient for ordinary experiments. These sizes are for 
use with the whirling table, one half size for top. 

{c) Fill a large humming-top with sand, seal the hole, then drive a 
small smooth-headed nail into the peg. Cut the upper stem so that the 
section is that of an equilateral triangle. Now puncture holes corresponding 
with this section in the centre of the wheels. Fasten the wheels to the 
top by means of washers with triangular apertures. Spin on the bottom 
of a tumbler. 

If possible obtain a whirling table (fig. 162) ; the action is more under 
control (cost i/. 13^.) An old foot or hand sewing-machine, vdth the 
body removed, when adapted to recdve the wheels, would suit admirably. 




Fig. x63. 

(^ Monochord, — An inch deal board, 3 feet long, 9 inches wide ; two 
pieces of wood 6 inches x i inch x i inch, screwed on across ends of board, 
to form supports. Three long wooden screws driven in obliquely (slanting 
outwards) at one end at equal distances. At the other end opposite one 
screw is a pianoforte peg at an angle of 45°. Opposite the other two 
screws are two brass pulleys (window blind pulleys) on stems which are 
driven in at an angle of 45°. A bridge — that is, a triangular wedge of 
hard wood — 9 inches long, \ inch wide at base, and as high as the pulleys. 
This is screwed firom below across the board, about 3 inches firom the 
wooden screws. Three other little movable bridges about i inch long, 
as high as the puUejrs, are provided. A variety of weights and hooks ; 
a pair of pliers ; several yards of iron wire (pianoforte wires) of different 
thicknesses ; brass wire, some of which has the same thickness as some of 
the iron wire. The ends of three pieces of wire are twisted into loops 
and passed over the screw -heads. One of the other ends is passed through 
the pianoforte peg, which is then twisted round by the pliers. The other 
two have loops twisted in them, and, passing over the pulleys, carry 
weights. 

A sheet of paper is gummed to the board, having lines at every inch 
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and thinner ones at every ^ inch. Mark with o the line beneath the 
pulleys and at the pianoforte peg. — Molecular Physics^ F. Guthrie. 

{e) A square of strong window glass, 9 ins. side ; file the edges and 
smooth on a stone. 

(/) Buy \ cwt of scrap-lead. Melt a little over 10 lbs. in a ladle ; 
remove the scum ; make a cylindrical hole 4 inches diameter, in moist clay, 
with a wooden cylinder. Into the middle of the base insert a stout iron 
wire so that 2 inches are in the clay. Pour in the lead. When cold bend 
the wire to form a hook at each end. Correct the weight with standard 
weights, file off the necessary amounts. Similarly make the others. Use 
with these the 4-lb. to J-lb. iron weights. 

{g) The wood should be ^-inch deal. Make watertight with marine 
glue ; paint the inside white. 

LIGHT, 



♦Lantern . 
Set of lenses 
Frame for lenses 
2 concave mirrors 

1 convex mirror . 

2 wedge-shaped cells 
2 flat glass cells . 
Strips of plate glass 





X. d. 1 


. 90 




20 




5 




. 20 




16 




9 




. 5 



Glass trough with 5 divisions 

(38) • • • 
Carbon disulphide prism 

Prisms, 2 equilateral (51) 

Prisms, I rectangular (39) 

Square of roughened glass 

Strips of coloured glass 

2 ground-glass globes (3) 



s. 

6 

10 

6 

4 



d. 

O 
O 
O 
O 



Strips of crown glass 

* A lantern at this price will answer also for advanced optical work. 
As far as the spectrum experiments in the work are concerned, a cheaper 
form will suffice. If the classes be held during the day, sunlight may be 
used. 

B. 

d, s. d. 



s. 



Newton's colour disc (51) 



Refraction apparatus (31) 



5 o 



{a) Blackened glass, (b) Blackened paper. 

(a) Warm the glass, rub with solid paraffin, remelt and drain off as 
much as possible ; light a piece of camphor, hold paraffined side in the 
smoke. Remove black with a needle. 

(d) Dissolve as much shellac as possible in methylated alcohol ; allow the 
mixture to stand for 24 hours ; pour off; add to solution as much again of 
alcohol ; add lampblack. Paint cardboard with this. 

Phosphorescence tube. 

Model of eye on foot. 
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GENERAL APPARATUS, 





■r. 


d. 




s 


rf. 


Balance, to carry i kilo. 


30 





3 dozen ordinary corks 


I 





Weights, I kilo, to i dedgram 


12 


6 


Cork borers, small set 


2 





Two retort stands with 






3 lbs. glass tubing 


■ 3 





clamps .... 


10 





\ lb. glass rod . 





6 


Iron tripod 


I 


3 


Platinum wire 





6 


2 Bunsen burners 


5 





2 ft. indiarubber tubing (fin. 


) I 





Spirit lamp 


2 





Tinfoil 





6 


3 dozen assorted test tubes . 


2 


6 


I sq. ft iron gauze, coarse . 





la 


Set of 6 beakers . 


3 


6 


„ . fine 





10 


I dozen assorted flasks : 






Iron and copper wire . 


I 





4 of 2 oz. , 2 of 4 oz. , 2 of 






I sq. ft iron plate 





6 


6 oz., 2 of 8 oz., I of 






2 sq. ft. tin plate 





6 


12 oz., I of 16 oz. 


6 





Metre scale 


I 


6 


1 -dozen indiarubber corks . 


I 


3 


Retort stoppered 





9 



CHEMICALS. 





t. 


d. 


Ether meth., 2 oz. 


. 


7 


Turpentine, 2 oz. 


. 


2 


Alcohol, 2 oz. pure . 


. 


9 


Alcohol, meth. , i pint 





6 


Carbon disulphide, 


pure. 




4 oz. . 


I 


6 


Sulphuric acid, i pint. 


I 






Hydrochloric add, i pint 

Sodium sulphate, I lb. 

Tincture of iodine, I oz. 

Sulphur, I lb. . 

Resin 

Calcium chloride, \ lb. 

Mercury, 5 lbs. . 



s. 
I 
o 
o 
o 
o 
o 



d. 

a 

4 

3 

3 
6 



pnce vanes. 



ANSWERS. 



HEAT. 

n. (I) 3a (2) -J in. 

m. (4) 817° F. (5) F^. 122, 50, 19-4, 356,90-5. (6) C° 32 -2, 
— I'f, —9*4, o, 82*2. 

IV. (6) (a) F>. 59, 86, 63-5, 32, 212, -22, 14 ; R°. 12, 24, 14, o, 
80, —24, —8. (*)C**. 82*2, 100,21*1, 15-5, -24-4; R°. 
65 -8, 80, 16 9, 12*4, -19*5. 

VI. (I) -00001875. (2) -000008. 

Vn. (i) "0432 in. too long. (2) 352 yds. (rails of cast iron). (4) I ft. 
3*0027 ins, (5) -08512 in. (6) '9792 in. 

Vm. (2) 4*00228 (coeff. of lin. exp. = '000019). 

IZ. (2) *ooooooooo867oo49i3 cub. ft. (4) 120*306 cub. ins. (5) 
1*008415 cub. ft. (8) 20*054 cub. ins. 

X. (i) *oooo26. (2) *ooo46i. 
Xn. (8) No change. (10) Zinc : iron:: 12 : 30. 
ZIII. (2) 10 cub. ft. (3) 106*6 cub. cm. 

XIV. (I) 189*89 cub. ins. (2) 254*3 cub. ft. (3) 763*9 cub. ins. 
XV. (I) 12*37 grains. (2) 13*59 grams. 
XVI. (I) 719 grams. (2) 81*2 cub. ft. (3) I '46 cub. ft. 
XVn. (3) -095, 4*75. (5) 60, 5. 

XVm. (I) -0974. (2)44-8^ (3)96-8^ (4)755-8^C. (5)55*5* 
(I) 551-3° C. (2) 1*72 lb. (3) •444' 
(3) *092. (4) 5*66 lbs. 
(i) 11,000,000. 
[. (4) 536-6. 
XXIV. (9) -55. (10) 1109*5 grams. 
(7) 16848 f.^.f. (8) 30*1. 

(I) 3*1 ft. (2) 292*7 units, lb. F. (3) 4*32® F. (4) •24° C 
(5) -375 lb. (6) 6*3 lbs. (7) 7180. 

s 
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SOUND, 

I. (6) 2240 yds. 

n. (6) 20 ft. 

m. (7) Elasticity is equal to a pressure of 31 cubic ins. of mercury 
per sq. in. (8) (a) 4 ft ; (b) 2^ ft (9) 1200 ft. per sec. 

IV. (4) If sec. (7) 3711-885 metres per sec 

y. (i) 4a (4) 16800 ft per sec at 15° C (6) Intens. at iioo : 
intens. at 1800 : : 324 : 121. 

Vn. (2) 120, 144, 192. (4) 264, 297, 330, 352, 396, 440, 495. 
528. (5) 12a 

▼ni. (3) 36-3. (7) 12a 

IZ. (2) 426*6. (4) 4 lbs. (6) Vib. nos. are as I : f : i : Ir ; the 

diameters-ire as i : f : | : V- (7) i : i : fi • «?• 
XI. (I) 120. (2) Vib. no. of fiind. : overtone :: 2> : 5^ ; if vib. no. 

of C be 4, then vib. na of O' is 16, and of G" 24. 

The overtone is above G". 
3^' (2) IZ\ ins., 52^ ins. at 15° C. (5) 8-59 ins., 34-4 ins. 
Xm. (4^ Vib. no. of stopped : vib. no. of open :: 3 ra. (5) 35 ins., 

I72ins. 
XIV. (5) Vib. nos. become 1200, 100, 8oo« and 133I. (6) 28f sec 

Temp, omitted. (11) Length of silver : length of iron 

::i : '^87. (12) 4 ft., vib. no. 271^. 



LIGHT. 

I. (5) 144 sq. ins. 
II. (3) 10 ft. (6) 4| ins. diam. 
V. (6) 6o<». 

VI. (i)/=ia (2)/=2o-9ins.,r«4i-8ins. (3)/=i8|, W-I2-5, 
V s 25, f— 10. (4) (a) 9 ins. from the mirror ; {b) virtual, 
30 ins. behind. 

VII. (I) 10, 24, 1*5, and 6 ins. (4) 13*5 ins. 
▼ni. (3) 48J, 42, 37, 23j (approximate). 
X. (4) Two. 

XI. (1)3 ins. (2) Virtual, 9 ins^ in front of lens ; 1} in. in diauL 
(4} Smaller, real, 9 ins. from eye. (6) 4 ins. 
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EXAMINATION QUESTIONa 



SCIENCE AND ART DEPARTMENT. 

(i) 30 cubic ft (4) 8a lbs. 

(23) 81 : 81 : 100 : 64. (31) '094 nearly. (32) 83 nearly. 



LONDON UNIVERSITY. 
Heat. 

(I) 20-6 grams. (3)64-4^0 (5)~-| (6)79705. (7)345-2, 

577-4. (9) abVcD ^I (rougMy). (12)37302. (13) 48-8<» C. 
(14) 80. 

Light. 

(3) I '22. (5) Virtual, on same side as object, 12 ins. from the mirror. (6) 
Virtual, 6 ins. from the mirror, 3 ins. diameter. (9) Water. (10) | Tt 
from the candle. /=|f. (12) >/2. (15) 2 ft from the lens, vir- 
tual ; 6 ins. high. 



CAMBRIDGE LOCALS. 

Heat. 

Junior Students. 
(2) 136 •5<» C. (6) -64. 

Senior Students. 
(2) 246 coins. (4) '15. (8) ^Ib. 



OXFORD LOCALS. 

(2) 481. 



INDEX, 



ABE 

ABERRATION, chromatic, 233 
— spherical, 196 
Absolute expansion of mercury, 21 

— temperature, 31 
Absorption of heat, 86 
Achromatic lens, 234 
Air thermometer, 30 
Amplitude of vibration, 107 
Angle, critical, 205 

— of deviation, 234 

— of incidence ana reflection, 179 

— of refraction, 202 

Aqueous vapour, its influence on climate, 89 

maximum pressure of, 55 

Atmosphere, pressure of, 27 



BALANCE wheel, 25 
Barometer, 28 
Black's experiment on latent heat, 47 
Boiling, laws of, 60 
— point. 7, II, 56 ^ 

influence of dissolved matter on, 11 

of pressure on, 12, 58 

Boyle and Marriotte's law, 29 
Breezes, land and sea, 92 



CALORIMETER, 41 
— Black's, 47 

— Lavoisier's and Laplace's, 47 
Camera, photographic, 22 

— pinhole, 175 
Capacity for heat, 40 
Caustics, 196 
Centigrade scale, 8 
Charles's law, 31 
Chladni's experiment, 100 

Climate, influence of aqueous vapour on, 89 

Clouds^ 93 

Coefficient of expansion, cubic, 18 

linear, 13 

square, 17 

Cold, apparent reflection of, 86 

— produced by evaporation, 62 
Colour, 229 



EXP 

Colours, complementary, 232 
Compensating pendulums, 24 
Compression, heat produced by, 32 
Condensation, 63 
Conduction, 75 
Conductivity, 77 

— of gases, 80 

— of liquids, 79 

— of soUds, 76 

— thermal, 78^ 
Conjugate fod, 191 
Contraction, force of, 23 
Convection, 73 
Cryophorus, 62 
Currents, 92 



DANIELL'S hygrometer, 68 
Density of bodies, effect of heat 
upon, 34 
Dew, 94 

Diathermancy, 88 
Diatonic scale, 133 
Diffusion, 180 
Dispersion, 229 
Distillation, 63 



EBULLITION, laws of, 60 
Echoes, 126 
Eclipses, x68 
Elasticity, 115 

— of gases. 117 

— of liquias, 121 

— of solids, 121 
Evaporation, 54 

— cold due to, 62 

— latent heat of, 52 
Exchange, theoiv of, 90 
Expansion, absolute, of mercury, 21 

— apparent and real, 19 

— coefficients of, 13, x8 

— force of, 23 

— of gases. 30 

— of liauids, 4, 19 

— of solids, 3 
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Index 



FIZ 

FIZEAU, 937 
Flame, sensitive, 134 
Focal distance of lens, axg 

of mirror, 190 

Fod. conjugate, 191 

Fogs,.93 . 
Freeang mixture, 53 

— point, 7 

Fusion, latent heat of, 46 

— Uws o^ 44 

GASES, expansion of, 30 
— liquefactioo of, 64 

— spedfic heat of, 49 
Glass, magnifymg, 335 

— opera, 927 
Gull Stream, 93 

HAIL, 93 
Harmonic modon, X07 
Harmonics or overtones, 145 
Heat, a quantity, 38 

— mechanical equi^ent of, 96 

— radiant, 83 

— sources o^ 95 

— unit of, 38 

Heating by hot water, 74 
Hyerometers, 68 

— Daniell's, 68 

— Regnault's, 69 

— wet and dry bulb, 70 
Hygroscopes, 67 

ICE, latent heat of, 46 
Images, formation of, by lenses, 390 
by mirrors, 182, 193 

— multiple, 309 

— real and virtual, 196 

— size of, 198 

Index of refraction, 303 
Intensity of light, 169 

— of radiant heat, 89 

— of sound, X83 
Intervals, 133 
Inversion, lateral, X83 

JOULE'S mechanical equivalent of heat, 
96 

KALEIDOSCOPE, X84 
Kundt's speed of sound, x6a 

LANTERN, magic, 224 
Laplace's correction of Newton's 
formula, 1x9 
Latent heat of fusion, 46 

of vaporisation, 60 

Lenses, 216 

— formula relating to, ssx 
Leslie's cube, 88 

— differential thermometer, 3s 
Light, analysis of, 329 



REE 

Light, speed of, 236 

— synthesis of^ 230 
Liquefaction or gases, 64 
Liquids, conductivity of, 79 

— expsmsion of, 19 

— specific heat of, 48 
Loops and nodes, X39, 141 
Longitudinal waves, xxa 

VJ AGNIFICATION, measurement of 

Marriotte and Boyle's law, 29 
Maximum pressure of v^ou/s, 55 
Melting pomt, 45 

influence of pressure on, 58 

MetaU, expansion of,_ 3, 15 

— thermal conductivity o^ 78 
Microscope, compouna, 226 

— simple, 324 
Mirage, 907 
Mirrors, concave, X90 

— convex, 199 

— inclined, 183 
— ^plane, 180 

Mixture of gas and vapour, 56 
Monochord, 14 x 
Musical intervals, 134 

— scale, 133 

NEWTON'S disc, 23X 
— formula, xi8 
Nodes and ventral segments, 159 
Notes, 133 

OPAQUE bodies, x66 
Opera glass, 237 
Organ pipes, 157 
Overtones or harmonics, X45 

PAPIN'S digester, 59 
Pendulum, compensating, 24 

— Graham's mercurial, 34 

— gridiron, 34 
Penumbra, 167 
Photometers, 171 

Hpes, open and stopped, X49 
Pitch, 13X, 134 
Pressure, atmospheric, 27 

— effect on boiUng pomt, 58 

— vapour, 54 
Pnsm, 212 

— right-angled, 2x4 

^^UALITY of musical sounds, X45 

RADIANT heat, 83 
theory of, 338 

Radiation, 87 
Rain, 93 
Ray, 166 
Reed pipes, X56 
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REF 

Reflection, laws of, x8o 

— of heat, 84 

— of light, 178 

— of sound, 124 

— total, ao7 
Refraction, laws of, 304 

— of light, 201 • 

— of sound^ 128 
Refractive index, 203 
Regelation, 51 
Resonance, 154 
Rods, vibration of, 147 

Roemer's determination of the speed of 
light, 236 



SAFETY lamp, 81 
_ Savart's toothed wheel, 131 
Scale, the musical, 133 
Scales, thermometric, 9 
Shadows, 167 
Snow, 93 
Solidification, 50 
Sound, cause of, 99 

— speed of, 103 

— waves, X14 
Speaking trumpet, 126 

— tubes, 126 
Specific heat^ 39, 47 

determination of, 41 

Speed of light, 236 

— of radiant heat, 238 

— of sound in air, 102 

in liquids, 103 

in solids, 105, 162 

Spectrum, 22Q 
Stationary waves, 137, 151 
Steam, latent heat of, 61 
Stethoscope, 126 
Syringe, fire, 32 



TELESCOPE, astronomical, 936 
— Galilean, 227 
Temperature, x 

— absolute, 31 
Thermal conductivity, 78 

— unit, 38 



WIN 



Thermometer, air, 30 

— alcohol, 10 

— differential, 32 
principle of, 5 

— mercury, 6 

— weight, 20 
Thermometers, fixed points of, 7 

— graduation of, 7 
Timbre. 145 

Torricclli's experiment, 27 
Translucent bodies, t66 
Trumpet, ear, 126 

— sneaking, 126 
Tuning-fork, 148 



UMBRA, 167 
Unit of heat, 5 



VACUUM, formation o vapour in a, 54 
— sound not propagated in a, loi 
Vapour pressure, 54 
— saturated anci unsaturated, 55 



Vaporisation, 34 
— latent heat of. 



60 



Velocity^ see Speed 

Ventilation, 7^ 

Vibraition of air in tubes, 149 

— of plates, 100 

— of rods, 147 

— of strings, 140 
Vibrations, longitudinal, 149 

— transverse, 137 

Vision, distance of distinct, 2x4 

WATER, expansion of, 2x 
— heating by hot, 75 

— maximum density of, 22 

— specific heat of, 50 
Wave fix>nt, 1x5 

— len£[th, 108 

— motion, X09 

— theory, 238 

Weight of l)odies, effect of heat on, 36 
White light, 230 
Wind, 91 

— effect on sound, 139 
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~ Hiftoiy of Bngland. Popular Edition. IS toIs. crown 8to.8«. 6d. each. 

Qftidiaer'a History of England from the Aooeialon of Jamee I. to the Outbreak 

of the Clyil War. 10 Tola, orown 8to. 60«. 

-^ Hiatoryof the Great Olyll War, 1643-1849(3 YOlB.) Vol. 1, 1643-1644, 

SrobSlt. 

OrBvUle^ Jooraal of the Beign of QoMn Yiotozla, 1837-18S8. 8 vols. 8to. 86«. 

1853-1860, 3 TolB. 8vo. 34«. 
Hiatorio Towns. Edited byJI. A. Freeman, D.O.L. and the Bey. William Hunt, 
M.A. With Maps and Plans. Crown 8to. 8«. (id. each. 

London. By W. E. LofUe. | Bristol. By the Ber. W. Hunt. 

Exeter. By E. A. Freeman. | Oarford. I^ the Bot. 0. W. Boase. 

*«* Other volumet in prepctreMim. 
Leoky'i History of England in the Eighteenth Oentnry. Vols. 1 ft S, 1700-1760, 
8to.86«. Vols. 8* 4, 1760-1784^ Sto. 861. Vols. 6 ft 6, 1784-1793, 38*. 

— History of European Morsls. 3 ycds. orown 8'vo. 16«. 

— — — Bationalism in Europe. 3 yols. orown 8T9. 16«. 
Longman's Ufe and Times of Edward ni. 3 Tols. 8to. 38«. 
]Caoan]ay*s Gomplete Works. Library Edition. 8 vols. 8vo. £&, St. 

— ... ^ GaUnet Edition. 16 toIs. orown Sro. £4. 16t. 

— > History of England :— 

Student's Edition. 3 vols. or. 8to. 13t. I Cabinet Edition. 8 vols, post Sro. 48f. 
People's Edition. 4 toIs. or. 9yth 16t. | Library Edition. S yols. 8yo. £4. 

Maoanlay's Gritioal and Bistodoal Essays, with Lays of Anoient Borne In One 
Vcdnme : — 

Authorised Edition. Or. 8to. St. 6<l. I Popular Edition. Gr. Sro. 3t. 6<i. 
or 8t. M, gilt edges. | 

ICacanla/s Oiitknl and Histoiioal Eeaays :— 

Student's Edition. 1 yol.cr. 8yo. 6t. | Cabinet Edition. 4 yols. postRyo. 34t. 
People's Edition. 3 yols. or. 8yo. 8t. | Library Edition. 8 yols. 8yo. 86t. 

ICaoanlay's Speeches corrected by Himself. Crown 8yo. St. 6d. 
ICalmesbory's (Earl of) Memoirs of an Ex-Minister. Crown Syo^ 7t. 6<i. 
May's Constitutional History of England, 1760-1870. 8 yols. crown 8yo. 18t. 

— Demooraoy in Europe. 3 yols. 8yo. S3t. 
Meriyale's Fall of the Boman Bepublio. 13mo. 7t. 6d. 

— Oeneral History of Bome, b.c. 768-a.ix 476. down 8yo. 7t. 9d, 
•- History of the Bomans under the Empire. ■ 8 yols. post 8yo. 48t. 

Nelson's (Lord) Letters aiid Despatches. Edited by J. K. Langhton. 8yo. 16«. 

Pears' The Fall of Constantfaiople. 8yo. 16t. 

Saintsbury's Manchester : a Short History. Crown 8^0. 3t. 6<l. 

Seebohm's Oxford Beformers— 0>let, Erasmus, ft More. 8yo. 14t. 

Short's History of the Church of England. Crown 8ya 7t. 6d. 

Smith's Carthage and the Carthaginians. Crown 8yo. lOt. 6<i. 

Taylor's Manual of the Hlstoiy of India. Crown 8to. 7t. 6d. 

Todd's Parliamentary Goyemment in England (3 yols.) VoL 1, 8yo. 34t. 

Vitsthum's St. Petersburg and London, 1852-1864. 3 yols. 8yo. 30t. 

Walpole's History of England, from 1815. 5 yols. 8yo. Vols. 1 ft 8, 1815-1833, 86t. 

Vol. 8, 1882-1841, 18t. Vols. 4 ft 5, 184J-1858, 36t. 
Wy lie's History of England under Henry IV. VoL 1, orown Syo. lOt. 6d, 
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BIOGRAPHICAL WORKS 

Armstrong's (E. J.) Life and Letters. Edited by G. F. Armstrong. Fop. 870. 7m,M. 

Bacon's Life and Letters, by Speddlng. 7 yols. 8to. £4. 4«. 

Bagehof B Btogxapbioal Stodies. 1 toL 8vo. 1S«. 

Oarlyle's Life, l^y J. A. Fronde. Vols. 1 & S, 1795-1836, 8to. 8S«. Yols. 8 fc 4, 
1884-1881, 8vo. ns. 

— (Mrs.) Letters and Memorials. 8 vols. 8ya 38«. 

Doyle (Sir F. H.) BeminisoeDoes and Opinioas. 8yo. I6i. 

English Worthies. Edited by Andrew Lang. Grown 8vo» is, 8d. each. 



Charles Darwin. By Q^rant Allen. 
Shaftesbury (The First Earl). By 

H. D. TraiU. 
Admiral Blake. By Dayid Hannay. 
Marlboroagh. By G^eo. Saintsbary. 



Steele. By Ansfeln Dobson. 
Ben Jonson. By J. A. Symonds. 
George Canning. By Frank H. Hill. 
ClaTerhonse. By Mowbray Morris. 



*»* Other Volumes in preparation. 

Fox (Charles James) The Early History of. By Sii^ G. O. Trerelyan, Bart. 

Crown 8to. 6«. 
Fronde's Cassar : a Sketch. Crown 8vo. 6s, 

Hamilton's (Sir W. B.) Life, by Graves. Vols. 1 and 3, 8to. 16s, each. 

Hayelodc's Life, by Marshman. Crown 8yo. 3s, M, 

Hobart Pacha's Sketohea from my Life. Crown 8yo. 7s, 6d, 

Maoanlay's (Lord) Life and Letters. By his Nephew, 1^ G. O. Trevelyaa, Bart. 
Popular Edition, 1 vol. crown Bto, 8«. Cabinet Edition, 8 vols, poel 
8yo. Us, Library Edition, 2 vols. 8vo. 36«. 

Mendelssohn's Letters. Translated by Lady WaOace. 8 vols. or. 8vo. 6s, each. 

Mill (James) Biography of, by Prof. Bain. Crown 8vo. Bs, 

— (John Stnart) Becollections of, by Prof. Bain. Crown 8vo. 3s, M, 

— — Autobiography. 8vo. 7s, 9d. 
MttUer's (Max) Biographical Essays. Crown 8vo. 7s, Bd, 
Newman's Apologia pro YitA SuA. Crown 8vo, Bs. 
Pasteur (Louis) His Life and Labours. Crown 8va 7s. 84. 

Shakespeare's Life (Outlines of), by Halliwell-PhilUpps. 2 vols, royal 8vo* 10«. 9d, 
Sonthey's Cknrespondenoe with Caroline Bowles. 8vo. lis, 
Stephen's Essays in Sodesiastical Biography. Crown 8ve. 7s, 6d. 
Wellington's Life, by Gleig. Crown 8vo. 6s, 

MENTAL AND POLITICAL PHILOSOPHY, FINANCE, &C. 

Amos's Yiew of the Sdenoe of Jurisprudence. 8vo. 18«. 

•— Primer of the English Constitution. Crown 8vo. 9s, 
Bacon's Essays, with Annotations by Whately. 8vo. 10s, 6<I. 

-^ Works, edited by Spedding. 7 vols. 8vo. 784. M, 
Bagehot's Eoonomio Studies, edited by Hutton. 8vo. 10«. 6d. 

— The Postulates of Enghah Political Economy. Crown 8vo. 9s, M, 
Bain's Logic, Deductive and Inductive. Crown 8vo. 10«. 6<l. 

Pabt L Deduction, 4«. | Pabt n. Induction, 8<. 8<i. 

— Mental and Moral Science. Crown 8vo. 10«. M, 

— The Senses and the Intelleot. 8vo. 16s, 

— The Emotions and the Will. 8vo. 15«. 

— Practical Essays. Crown 8vo. 4«. M, 
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Boiddt^ (H. TO MtaoellMMOlu aod Posthnniocis Wofka. S vola. orown 8^0. SU. 

Ommp^ A Short Bnqniry into the Formation of BngUah Politioal Opinion. 

8T0b7<.6d. 
Dowoll*! ▲ Hlstoiy of TuKtIon and Taxes in Bn^land. 4 ^rak. Sta 48$, 

Orean'a (Thomaa HOI) Works, (t Tola.) Vols. lit 3, Fhfloaophieal Worka. Sro. 

Ite. eaoh. 
Hnme'a lasaja, edited by Oreen A Groee. S toIs. 8yo. 38«. 

— Treatiae of Hmnan Natnre, edited by Green * Oroae. S Tola. Svo. S8c 
LaddPa Blements of Fhyslologioal Psychology. 8to. 31j. 

Lang's Ooatom and Myth : Stndiea of BarlyUaage and Beliaf. 0iown8TO.7«.<tf. 

LeaUa'b Basaya in P6litioal and Moral Fblloaophy. 8TO.10«.6d. 

Le^ves'a HIatory of Philoaophy. t toIs. Sto. Sit. 

Lnbbook's Origin of OiYiUsatlon. 870. 18«. 

Madeod's Prindplee of Boonomioal Philoaophy. In S Tola, VoL 1, 8to. 1S«. 
VoL S, Part 1. 1S«. 

'- The Btaments of Boonomica. (t Tola.) YoL 1, or. Sra 7«. 9d, VoL S, 

Part I. or. 8yo. 7s. dd. 

— The Kemants of Banking, drown 8to. fa. 

— Tha Theory and Firaotioe of Banking. YoL 1, 8to. 11«. YoL t, 14f. 

— Boonomica for Beginners. 8to. %t. €d, 

— Leotorea on Oredit and Banking. 8to. Sc 

Mill's (Jamea) Analysis of the Phenomena of theHnman Mind. S to18.8to.98i. 
. B911 (John Stoart) on BepreeentatiTe Govemment. down 8to. St. 

— — on Liberty. . Crown 8to. 1«. id. 

I — — Bzaminatlon of Hamilton's PhUoeophy. 8to. 18«. 

— — Logic. Grown 8vo. 8#. 

I — '- Principles of Political Boonomy. t toIs. 8to. 80«. People's 

I Bdition, 1 ToL crown 8to. 6i. 

— — Bnldeotlon of Women. Grown 8to.8«. 

— — TJtilitaiianiam. 8to. U, 

— — Tluae Bssays on Religion, A& 8to. Si. 
Mnlhall'a Hiatary of Prices since 1850. Grown 8Ta U. 
MttUer's The Sdenoe of Thought. 8to. 21«, 

, Baadars's Institutes of Jnatinian, evith Bngllah Notes. 8to. 18«. 
' Seebohm^ Bng'liah YUlage Oommnnity. 8to. 16«. 
Bnlly'a Ontlinaa of PByohdogy. 8to. 1S<. 6d. 

— Teacher's Handbook of Pqrohology. Grown Sro. Sc. 6d. 
Swinbome^s Picture Logic. Post m. 6<. 

Thompaonli A System of Bqrchology. S Tola. 8to. SSc 

— The Problem of Bvil. 8to. 10«. M. 
Thomson's Outline of Neceeeary Laws of Thought. Grown 8to. U, 
TwisB's Law of Nations in Time of War. 8to. S1«. 

«. — In Time of Peace. 8to. lU. 

Webb's The Yeil of Us. 8to. 10«. M. 
Whately's Blemanta of Logic. Grown 8to. U. 6d. 

— — — Bhetoric. Grown 8yo. i». 6<i. 
WyUe's Laboor, Leisure, and Luxury. Grown 8to. Si. 

ZeUer's History of Bdectlcism in Greek Philosophy. Grown 8td. lOi . 6d. 

— Plato and the Older Academy. Grown 8to. 18«. 

— Pra-Sooratic Schools. S Tola, crown 8to. SQi. 

— Sooratee and the Socratic Schools. Grown Sro. ISi. 6i. 

— Btolos, Bpionreana, and Sceptics. Grown 8to. lU. 

— Ontlines of the History of Greek Philoaophy. Grown Sro. lOi. 6d. 
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MISCELLANEOUS WORKS. 
A. K. H. B^ The Baaays and Oontribntions of. drown 870. 

Antnmn HolioayB of a Ooontry Faraon. U. 6d, 

Changed Aspeoto of Unchanged Truths, is. M, 

Oommon-Flaoe Philosopher in Town and Ootintry. U» 94, 

Oritioal Bssays of a Oonntry Parson. Bs, M, 

Oonnsel and Comfort spoken from a City Pulpit. 3«. 9d, 

Orayer Thoughts of a Country Parson. . Three Series. 3<. M. eaoh. 

Landscapes, Churches, and Moralities. Zt. Bd, 

Leisure Hours in Town. S^. 6^. Lessons of Middle Age. Si. 6d. 

Our Homely Comedy ; and Tragedy. Zs. 6(2. 

Our Little Life, Bssays Consolatory and Domestic. Two Series. 8«.64. 

Present-day Thoughts. 3«. Sd. [each. 

Recreations of a Country Parson. Three Series. Si, 6dL each. 

Seaside Musings on Sundays and Week-Days . Zs, 6d. 

Sunday Afternoons in the Parish Church of a XJniverBlty City. Zs. Zd, 

Armstrong's (Bd. J.) Bssays and Sketches. Fcp. 8to. 6s. 

Arnold's (Dr. Thomas) Miscellaneous Works. Sva 7s. Zd, 

Bagehot's Literary Studies, edited ^ Hutton. 8 vols. 8to. 28s, 

Beaoonsfield (Lord), The Wit and Wisdom of. Crown 8to. U. boards ; Is, Zd, d. 

Bvans's Bronze Lnplements of Great Britain. 8yo. 85«. 

Varrar's Language and Langniages. Crown Syo. Zs. 

Fioude's ffliort Studies on QtxeaA Subjects. 4 vols, crown 8to. 34«. 

Lang's Letters to Dead Authors. Fcp. 8yo. Zs. Zd. 

— Books and Bookmen. Grown 8yo. Zs. Zd, 
Maoanlay's MisoeUaneous Writings. 2 toIs. 8vo. 31s, 1 yol. crown 8vo. 4<. Zd, 

— Miscellaneous Writings and Speeches. Crown 8vo. Zs. 

— Jfiscellaneons Writings, Speeches, Lays of Ancient Bcme, &c 

Cabinet Bdition. 4 vols, crown 870. 24«. 

— Writings, Selections from. Crown 8yo. Zs, 

Mttller's (Max) Lectures on the Science of Language. 9 yds. crown 8yo. 16f. 

— — Lectures on India. 8ya 12«. Zd, 
Proctor's Chance and Luck. Crown 8yo. Zs. 

Smith (Sydney) The Wit and Wisdom of. Crown 8yo. 1«. boards ; li. Zd, cloth. 

ASTRONOMY. 

Herschel's Outlines of Astronomy. Square crown 8yo. 12s. 
Proctor's Larger Star Atlas. Folio, 15s. or Maps only, ISs. Zd. 

— New Star AUas. Crown 8yo. 6». 

— Light Science for Leisure Hours. 3 Series. Crown 8yo. Zs. eaoh. 

— The Moon. Crown 8yo. Zs. 

— Other Worlds than Ours. Crown 8yo. Zs, 

— The Sun. Crown 8yo. lis. 

— Studies Ol Venus-Transits. 8yo. Zs, 

— Orbs Around Us. Crown 8yo. 6«. 

— Unlyerse of Stan. Syo. 10s. Zd, 

Webb's Celestial Objects for Common Telescopes. Crown 8yo. Zs, 

THE * KNOWLEDGE' LIBRARY. 
Bdited by Biohabd A. Pboctob. 



How to Play Whist. Crown 8yo. Zs, 
Home Whist. 16mo. Is, 
The Borderluid of Science. Cr. 8yo. Zs. 
Nature Studies. Crown 8yo. Zs. 
Leisure Beedings. Crown 8yo. Zs, 
The Stars in their Seasons. Imp. 8yo. Zs. 
Myths and Manrels of ABtronomy. 
Grown 8yo. Zs. 



Pleasant Ways in Science. Or. 8yo.6«. 
Star Primer. C!rown 4to. 3s, Zd, 
The Seasons Pictured. Demy 4to. Zs, 
Strength and Happiness. Cr. 8yo. Zs, 
Rough Ways made Smooth. C!r.8yo.6<. 
The Bxpanse of Heayen. Cr. Syo. Zs. 
Our Place among IcflniUes. Cr. 8yo. Zs, 
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CLASSICAL LANQUAQES AND LITERATURE 

JMhyliu, The Xmnanldeti oL Toxt, witb UtMoal BngUah TnaaUtion, by 
J. V. MTifli. tro. 7f , 

ArMoplMiiM' The Anhamlanii, traoBUtted by E. Y. TymlL Ozown 8n>. it, M, 

Aristotle's The Bthios, Text and Koteo, by Sir Alex. Gnuit, Bart tTOls.8yo.8S«. 

~ The Nioomaohean Ethios, tranaUted by WiUlama, orown Svo. 7j. 6d. 

— The PoUtioB, Books I. IIL lY. (VII.) with Translation, Ao. by 

BoUand and lang. Orown 870. 7t. M, 

Becker's ChariOei and (Tolftu, by Metoalfe. Post 870. 7«. M, each. 

Oioero*s Ooriespondenoe, Text and Notes, by B. T. Tyrrell. Vols. 1 It 8, 8to. 
11«. each. 

Homer's niad, Hfflnometrioally trandated by Oayley. 8TO.lSi.6d. 

— — Greek Text, with Verse Translation, by W. O. Cheen. YoL 1, 
Books L-XIL Crown 8fo.8«. 

]CabalIy*s Olasiical Greek Llteratiire. Orown 8to. YoL 1, The Poets, 7«. 6d. 
YoL % The Prose Writen, U, 6A 

Plato's Parmenides, with Notes, &o. by J. Hagolre. 870. 7«. 6<l. 

Yirgll's Works, Latin Text, withOoramentMy, by Kennedy. Orown 8to. lOi. M, 

— JBneid, translated Into Bngliah Yerse, by Oonington. Grown 8ya9«. 

— — — _ _ _ byW.J.Thomhfll. Or.8TO.7i.6d. 

— Poems, — _ — Prose, by Oonington. Orown 8yo. St. 
WlttPs Myths of Hellas, ferendated by F. M. Yoanghnsband. Orown 8to* 8f. 6d. 

— The Ttojan War, — — Pop. 8to. U, 

— The Wanderings of Ulysses, — Grown 8to. 81. 64t 

NATURAL HISTORY, BOTANY, & QARDENINQ. 

Allen's Flowers and their Pedigrees. Orown 8to. Woodoats, 5«. 
Deoaisne and Le ICaoat's General System of Botany. Imperial 8to. 81«. 6dL 
Dixon's Rural Bird life. Grown 8to. niastrations, U, 
Hartwig's Aerial World, 8to. 10«. 6d. 

-^ Polar World, 8vo. lOi. 6d. 

-^ Be* and its living Wonders. 8iro.10f.6d. 

— Snbterxanean Worid, 8vo. lOi. 6d. 

— Troploal World, 8to. lOi. 6d. 
Undley's Txeasuy of Botany. 8 toIs. fop. 8to. Us, 
London's BnqyolopeBdia o< Gardening. 8vo. 31«. 

— — Plants. 870. 4S«. 
Bivers's Orbhard Honse. Grown 8vo. 8«. 

— Miniatmw Fmit Gkoden. Fop^ 8to. it, 
Stanlsy's Familiar History of British Birds. Grown 8Ya 6«. 
Wood's Bible Animals. WtthUS Ylgnettes. 8TO.10».6d. 

— Oommon British Insects. Grown 8to. 8«. 6d. 

— Homes Withoat Hands, 8yo. lOi. 6d. 

— Insects Abroad, 8to. 10«. 6di 

— Horse and Man. 8to. 14«. 

— Insects at Home. With 700 Hlostrations. 8Yo.10i.8d. 

— Out of Doors. Grown 8TO.ff«. 

— Petland Berisited. Orown 8to. 7ji. 6dL 

— Strange DwoUlngs. Orown 8Ta8«. Popular Bditkm, 4to. 6d. 
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PRIZE AND PRESENTATION BOOKS. 

Jameson's Sacred and Legendary Art. 6 vols, square Svo. 
Legends of the Madonna. 1 vol. 81«. 

— — — HonasUo Orders 1 vol. 21*. x 

— — — Saints and Martyrs. 2 vols. 81«. Sd. 

— — — Saviour. Completed by Lady BasUake. 2 vols. 42<. 

Macanlay's Lays of Ancient Borne, Ulostrated by Scharf . Fcp. 4to. 10«. M, 

Tbe same, with Iwy and the Armada^ illustrated by Wegnelin. Grown 8vo. 8«. 8d. 

New Testament (The) illustrated with- Woodcuts after Paintings by the Barly 
Masters. 4to. 21«. 



By Dr. G. Hartwig. 

Sea Monsters and Sea Birds (from 'The 
Sea and its Living Wonders '). With 
76 Illustrations. Crown 8vo. 9s, 6d. 
cloth extra, gilt edges. 

Denizens of the Deep (from *The Sea 
and its Living Wonders '). With 117 
Illustrations. Crown 8vo. 2s, 6d, clotii 
extra, gilt edges. 

Dwellers in the Arctic Begions (from 
*The Sea and its Living Wonders'). 
With 29 ninstrafaions. C}rown 8vo. 
2s. M, cloth extra, gilt edges. 

Winged Life in the Tropics (from * The 
Tropical World '). With 66 Illustra- 
tions. Crown 8vo. 2s. 6d. oloth extra, 
gilt edges. 

Volcanoes and Earthquakes (from *The 
Subterranean World'). With 80 
Dlustrations. Crown 8vo. 2s. 6d. 
cloth extra^ gilt edges. 

Wild Animals of the Tropics (from ' The 
Tropical World '). With 66 Illustra- 
tions. Crown 8vo. Zs, 6d. doth extra, 
gilt edges. 



By the Bev. J. Q. Wood. 

The Branch Builders (from 'Homes 
without Hands '). With 28 Illustra- 
tions. Crown 8vo. 2s, 6d, cloth extra, 
gilt edges. 

Wild Animals of the Bible (from ' Bible 
Animals'). With 29 * Illustrations. 
Crown 8vo. Zs. 6d, doth extra, gilt 
edges. 

Domestic Animals of the Bible (from 
< Bible Animals'). With 23 Illus- 
trations. Crown 8vo. Zs, 6d. cloth 
extra, gilt edges. 

Bird Life of the Bible (from 'Bible 
Animals'). With 82 Illustrations. 
Crown 8vo. Zs, 6<i. cloth extra, gilt 
edges. 

Wonderful Nests (from ' Homes with- 
out Hands '). With 30 Illustrations. 
Crown 8vo. Zs. 6d. cloth extra, gilt 
edges. 

Homes Under the (9-round (from 
'Homes without Hands'). With 
28 Illustrations. Crown 8vo. Zs, M. 
doth extra, gilt edges. 



CHEMISTRY ENQINEtelNG, & GENERAL SCIENCE. 

Amott's Elements of Physics or Natural Philosophy. Crown 8vo. 12<. M, 

Barrett's English Glees and Fart-Songs: their Historical Devdopment. 
Crown 8vo. Is, &d. 

Bourne's Catechism of the Steam Engine, Crown 8vo. 7s, Bd^ 
— > Handbook of the Steam Engine. Fcp. 8vo. 9s, 
~- Beoeut Improvements in the Steam Engine. Fcp. 8vo, Bs, 

BndEton's Our Dwellings, Healthy and Unhealthy. Crown 8vo. 8«. M, 

Clerk's The Gas Engine. With Illustrations. Crown 8vo. 7s, 6d, 

Orookes's Sdeot Methods in C^iemical Analysis. 8vo. Six. 

Oulley's Handbook of Practical Telegraphy. 8vo. Ut. 

Fairbalm's Useful Information lor Engineers. 8 vols, crown Svo. 81«. id, 
— Mills and MiUwork. lvd.8vo.2fi«. 

Ganot'i Elementary Treatise on Physios, by Atkinson. Large crown Svo. Ifii. 
— Natural Philosophy, by Atkinson. Crown Svo. 7s» M, 

Grove's Oorrdation oi Physical Forces. Svo. 16s, 

Haughton's Six Lectures on Physical Qt&ogtaphj, Svo. 15«. 
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Halmbolte on the SeiiMtioni of Tone. Boy*! 8to* Km. 

HeImholti*t Leotores on Sdentiflo Babjeota. % toIs. orown 8ya 7i. 9d, each. 

Hodaon and GkMBe*a The Botifera or * Wheel Animaloales.' With 30 Ooloozed 
Platea. 6 parte. 4to. 10«. 6d. eaoh. Complete, 9 yola. 4to. £3. 10». 

Hnllah'i Leotnrea on the Hiatory of Modem Hnaio. 8vo. St. 6d. 

— Tranaition Period of Mnaieal Hiatory. Sro. 10«. 6d. 
Jackaon'a Aid to Bngineering Solntion. Boyal Sro. 9U. 

Jago>a Inorganio Ohemiatzy, Theoretioal and PractioaL Fop. Sro. 3«. 

Jeana' Railway Proldema. 8vo. lis. M, 

Kotbe'a Short Text-Book of Inoxganlo Ohemiatry. Vrmm 8to. 7«. 6d. 

Iioyd*a Treatiae en MagnetiBm. Sro. lOi. M. 

lCaoallBter'8 Zoology and Morphology of Vertebrate Anfrnala. Sro. 10«. 9d, 

ICaof anen*8 Leotnrea on Harmony. Sto. 1 8«. 

MiUer*! Blementa of Ohemisto^f Theoretioal and PraotioaL 8 Vola. 8yo. Fart L 
Ghemioal Physics, ie«. rart II. InoarKanio Ghemiatiy, S4«. Part III. Organio 
Chemiatry, price 81«. 9d, 

MitoheU'a Manual of Praotioal Aasaying. 8to. 81«. Bd. 

Noble's Hours with a Three-inch Teleeoope. Crown 8to. As, 6d. 

Northoott'a lAthea and Taming. Sto. 18«. 

Owen's CmnparatiTe Anatomy and Physiology of the Vertebrate Animau, 

8 Tola. 8vo. JU, 9d* 
Plesse's Art of Ferfnmery. Square crown 8yo. 21s. 

Bichardson's The Health of Nations ; Works and Life of Edwin Chadwick,C.B. 
8 Yols. Sto. 28«. 

— The Gommonhealth ; a Series of Bssays. Crown 8to. 6s. 

Sohallen's Spectrum Analysis. 8yo. 81«. 6d. 

Bennett's Treatise on the Marine Steam Bngine. 8yo. Sl«. 

Smith's Air and Bain. 8to. 34f . 

Stoney's The Theory of the S t r eoooo on Girders, Ac Boyal 8to. 86<. 

TQden's Praotioal Chemistry. Fop. 8yo. Is. td. 

l^ndaU's Faraday as a Disooverer. Grown 8to. 8«. (UL 

— Floating Matter of the Air. down Sra 7s. $d. 
-^ Fragments of Scienoe. 2 vols, post 8to. 16«. 

— Heat a Mode of Motion. Grown 8to. 12«. 

— Leotnres on light delivered in Amerloa. Orown Sro. bs. 

— Lessons on Electricity. Orown 8to. 2s. 6d. 

— Notes on Electrical Phenomena. Grown 8yo. Is, sewed. Is. Sd. oloth. 

— Notes of Lectnres on light. Crown 8yo. Is, sewed. Is, Bd, cloth. 

— Sound, with Frontispiece and 808 Woodcuts. Grown 8yo. lOi. dd, 
Watts's Dictionary of Chemistry. 9 yols. medium 8yo. £18. 2s, Bd, 
Wilson's Manual of Health-Science. Grown 8ya 2s. Bd. 

THEOLOGICAL AND RELIGIOUS WORKS. 

Arnold's (Bey. Dr. Thomas) Semionfl. 6 yola. crown 8yo. 5s. each. 

Bonltbee's Commentary on the 89 Artides. Orown 8yo, Bs, 

Browne's (Bishop) Exposition of the 89 Articles. 8yo. 16«. 

Bullinger's Oritloal Lezioon and Concordance to the English and Greek New 
Testament. Boyal 8yo. 16s, 

Colenao on the Pentateuch and Book of Joshua. Crown 8yo. Bs. 

Condor's Handbook of the Bible. Post 8yo« 7s. Bd. 

LONGMANS, GREEN, & CO., London and New York. 
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Oonybeare It Hownm's life and Letters of St. Paul :— 

Library Edition, with Maps, Plates, and Woodcuts. S Tols. square orown 

8yo. 3l4. 
Student's Bdition, revised and oondensed, with 46 Illtistrations and Maps. 

1 Tol. orown 8vo. 7«. 6d. 

Oo3^8 (Homersham) The First Centnry of Christianity. Sra 12«. 
Davidson's Introdaction to the Study of the New Testament. 2 vols. 8yo. 30i. 
TMerahefrn's Life and Times of Jesus the Messiah. S vols. 8ra 24«. 

— Prophecy and History in relation to the Messiah. Bvo. 12«. 
BlUeotlfs (Bishop) Commentary on St. Paul's Bpistlee. 8to. Corinthians I. IBs, 

Ckaatians, St. 6d, Ephesians, St. Bd, Pastoral Epistles, \0t, 6d. Philippians, 
Goloarians and Philemon, lOt. 6d. Thessalonians, 7t. M, 

— Lectures on the Life of our Lord. 8yo. lit. 
Bwald's Antiquities of Israel, translated by SoUy. 8vo. 12«. 6d. 

— History of Israel translated by Carpenter & Smith. 8 vols. 8vo. Vols. 

1 <fe 2, 24J. Vols. 8 & 4, 2l4. Vol. 5, ISt. Vol. 6, 16t, VoL 7, 21«. 
Vol. 8, 18*. 

Hohart's Medical Language of St. Luke. 8vo. 16t, 

Hopkins's Christ the Consoler. Fop. 8vo. 2«. 6d. 

Jukes's New Man and the Eternal Life. Crown 8yo. 6s, 

— Second Death and the Bestitution of all Things. Crown 8vo. 3«. 6d, 

— Types of Genesis. Crown 8vo. 7t. 6d. 

— The Mystery of the Kingdom. Crown 8vo. 8«. 6d. 

Lenormant's New TranEdation of the Book of Genesis. Translated into BngUsh. 
8vo. 10«. 6d. 

Lyra Oermaaica : Hymns translated by Miss Winkworth. Fop. 8vo. Bt. 

Maodonald's (G.) Unspoken Simons. Two Series, Crown 8yo. St. 6d, each. 

— The Miracles of our Lord. Crown 8vo. Zt. M. 

Manning's Temporal Mission of the Holy Ghost. Crown 8vo. St. Bd, 

Martinean's Endeavours after the Christian Life. Crown 8vo. 7«. 6d. 

— Hymns of Praise and Prayer. Crown 8vo. 4s. 6d. 32mo. U. Sd. 

— Sermons, Hours of Thought on Sacred Things. 2 vols. 7t. 6d. each. 
Monsell's Spiritual Songs for Sundays and Holidays. Fcp. 8vo. 5t. 18mo. 2i. 
MtUIer's (Max) Origin and Growth of Beligion. Crown 8vo. 7t. 6d. 

— — Science of Beligion. Crown 8vo. 7t, Bd, 
Newman's Apologia pro Vltft Suft. Crown 8vo. Bt. 

— > The Idea of a University Defined and Illustrated. Crown 8to. 7«. 

— Historical Sketches. 3 vols, crown 8vo. Bt. each. . 

-^ Discussions and Ai^niments on Various Subjects. Crown 8vo. Bt, 

— An Essay on the Development of Christian Doctrine. Crown 8vo. Bt, 

— Certain Difficulties Felt by Anglicans in Catholic Teaching Con- 

sidered. VoL 1, crown 8vo. 7«. 6<l. Vol. 2, crown 8vo. ff«. 6(f. 

— The Via Media of the Anglican Chnioh, ninstrated in Lectures, dko. 

2 vols, crown 8vo. Bt. each 

— Essays, Criticid and HlstorioaL 2 vols, crown 8vo. 12«. 

— Essays on Biblical and on EcoIesiaBtlcal Miracles. Crown 8vo. Bt. 

— An Essay in Aid of a Grammar of Assent. 7t, Bd, 

Overton's Life hi the English Church (1660-1714). 8vo. 14«. 

Supernatural Beligion. Complete Editicm. 8 vols. 8vo. 8Bt. 

Yonmrhusband's The Story of Our Lord told in Simple Language for Children. 
Illustrated. Crown 8vo. 2«. Bd. cloth plain ; 9t. Bd. cloth extra, gilt edges. 
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General Lists of Works. 



TRAVELS, ADVENTURES, &c. 

Bight Tean in Ceylon. Grown 8to. 5<. 

— BiHe and Hound in Oeylon. Grown 8to. 5m, 

Bra«qr*B Bonshine and Storm in the Bast. Ltteary Edition, Sra Sl«. Cabinet 
Edition, crown 8to. 7«. 64. Popolsr Bdition, 4ta 6d. 

'- Yoyageinthe'Smibeam.' Library Bdition, 8to. 21«. Cabinet Bdition, 

orown 8vo. 7s. Sd, School Edition, fop. 8to. Si. FopoJar Edition, 

4to.6<i. 

— IntheTradea, the Tropica, and the 'Roaring Forties.' Library Bdition, 

8T0.S1J. Cabinet Edition, orown 8to. 17s, 6d. Fopolar BdMon, 

4to.6d. 

Fionde^s Oceans ; or, England and her Ooloniea. Crown 8va $s, boards ; 2s, 64. 

oloth. 
Howitt*! Viiita to Remarkable Places. Grown 8to. 7s, M. 

Riley's Athoe ; or. The Moontain of the Honka. 8vo. 31s. 

Three in Norway. By Two ol Them. Illastrated. Grown 8yo. 3s. boards; 
2s. 6d, doth. 

WORKS OF FICTION. 

BeaoonsAeld's (The Earl of) Noyela and Tales. Hnghenden Edition, with S 
Portraits on Steel and 11 Vignettes on "Wood. 11 vols, crown 8yo. £8. 2s. 
Oheap Edition, 11 toIs. crown 6to. Is. each, boards ; U. M. each, doth. 



Gontarini Fleming. 
▲Iroy, Izion, Jkc. 
The Yoong Dnka, Ac. 
Yiyian Grey. 
Bndymion. 



Lothair. 

Syba 

Oonlngsby. 

Tancred. 

Yenetla. 

Henrietta Temple. 

BrabODzne's (Lord) Friends and Foes from Fairyland. Crown 8yo. Ss, 

Caddy'a (ICrs.) Through the Fields with LinnsBUB : a Chapter in Swedish History. 
S Tols. crown 8yo. IBs, 

Oilkes' Boys and Masters. Orown 8yo. $s. 6d. 

Haggard's (H. Rider) She: a History of AdTentnre. Chnown 8to. 9s. 

— — Allan Qoatermain. lUnstrated. Crown 8to. 6#. 

Harte (Bret) On the Frontier. Tbxee Stories. Itfmo. Is, 

— — By Shore and Sedge. Three Stories. 16mo. Is. 

— — In the Carqninea Woods. Crown 8vo. 1«. boards ; Is. 6d. cloth. 
Lyall's (Edna) The Autobiography of a Slander. Fcp. Is, sewed. 

lCdTillO*s (Whyte) Noyels. 8 vols. fcp. 8to. Is, eadi, boards ; Is, M. each, doth . 



Good for Nothing. 
Holmby House. 
The Interpreter. 
The Qoeen's Maries. 

Orown 8yo. 2s, 6d. 



Crown 



Digl^ Grand. 
Ctaneral Bonnoe. 
Kate Coyentry. 
The Gladiators. 

Molesworth's (Mrs.) Marrying and Giving In Marriage. 

Novela by the Author of < The Atelier dn Lys ' : 

The Atelier dn Lys ; or, An Art Student in the Reign of Terror. 
8vo. 2s, Hd, 

MademoisaUe Mori ; a Tale of Modem Rome. Grown 8to. 2s. M, 

In the Olden Time : a Tale of the Peasant War in Germany. Crown 8to. 2s, M, 

Hester's Venture. Crown 8to. 2s. 6d. 

OUphant's (Mrs.) Madam. Crown Sto. Is. boards ; Is. M, doth. 

— — In Trust : the Story of a Lady and her LoTer. Crown 8vo. 

li. boards ; 1«. M. doth. 
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Fayn'8 (James) ThA Ltiolk of the DarreUs. Crown 8vo. Is, boards ; U. Bd. cloth. 
-^ — Thloker than Water. Grown 8to. Is, boards ; Is. 6d, cloth. 

Reader's Fairy Prince FoUow-my-Lead. Grown 8vo. 2s, 6d. 

— The Ghost of Brankinshaw ; and other Tales. Fcp. 8to. 2s, M, 

Sewell's (Miss) Stories and Tales. Grown 8vo. Is, each, boards ; Is, Bd, cloth ; 
8«. Bd, doth extra, gilt edges. 



Amy Herbert. Gleve HalL 
The Barl's Daughter. 
Experience of Life. 
GMmde. Ivors. 



A Glimpse of the World. 
Katharine Ashton. 
Laneton Parsonage. 
Mai^aret Peroival. UrBula. 

Stevenflon's (B. L.) The Dynamiter. Fcp. 8to. Is. sewed ; 1j. Bd, doth. 

— — Strange Oase of Dr. Jdcyll and Mr. Hyde. Fcp. 8vo. Is, 

sewed ; Is. Bd. cloth. x 

Storgis' Thraldom : a Story. Grown 8vo. Bs, 

TroUope's (Anthony) Novels. Fop. 8to. Is, each, boards ; Is, Bd, doth. 
The Warden | Barohester Towers. 



POETRY AND THE DRAMA. 



King Sanl. Fcp. 8vo. Bs, 
King David. Fcp. 8vo. Bs, 
King Solomon. Vcp, 8vo. 64. 
Stories of Wicklow. Vep, 8vo. 9«. 

Fop. Svo. 2s, Bd,; (a printed on 



Armstrong's (Ed. J.) Poetical Works. Fcp. Svo. 6s, 

— (G. F.) Poetical Works :— 

Poems, Lyrical and Dramatic Fcp. 

8vo. 6|. 
TTgone : a Tragedy. Fcp. 8vo. Bs. 
A Grarland from Greece. Fq;>. 8vo.9«. 

Bowen's Harrow Songs and other Yeraes. 
hand-made paper, 5s, 

Bowdler's Family Shakespeare. Medium 8vo. lis, B vols. fop. 8vo. 91«. 

Dante's Divine Gomedy, translated by James Innes Minohin. Grown Svo. IBs, 

Goethe's Fanst, translated by Birds. Large crown Svo. 12s, Bd, 

— — translated by Webb. 8vo. I2s, Bd, 
•— — edited by Sdss. Grown Svo. 6s, 

Ingelow's Poems. Vols. 1 and 2, fcp. Svo. 12s. 

— Lyrical and other Poems. Fcp. Svo. 2s, Bd. cloth, plain ; 3^. doth, 

gilt edges. 

Macanlay's Lays of Ancient Bome, with Ivry and the Armada, niastrated by 
Wegnelin. Grown Svo. Zs. Bd. gilt edges. 

The same, Pi^nilar Edition. Hlnstrated by Soharf. Fcp. 4to. Bd, swd., Is, doth. 

Nesbit's Lays and Legends. Grown Svo. Bs. 

Beader's YdceB from Flowerland, a Birthday Book, 2s, Bd, cloth, Us, Bd, roan. 

Sonthoy's Poetical Works. Medinm Svo. lis. 

Stevenson's A Ghild's Garden of Verses. Fcp. Svo. Bs, 

Virgil's iBbieid, translated by Gonington. Grown Svo. 9s, 

— Poems, translated into English Prose. Grown Svo. 9s. 



AGRICULTURE, HORSES, DOGS AND CATTLE. 

Fitawygram's Horses and Stables. Svo. Bs, 

Lloyd's The Sdence of Agriottltore. 8vo. 12«. 

London's Bncydopsadia of Agricaltnre. Sl<. 

Steel's Diseases of the Oz, a Manual of Bovine Pathology. 8vo. Us, 
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Gmenl Lifts of Works. 



Boyal 8to. 18«. 
Fcp. 8to. as, 6d. 



StondMOgv^DoglnHflftlthaiidDinaM. Sqa«i«<nNiwii8TQi.7ii.M. 

— Grqrhoand. Sqnaira ovown Stow 16«. 

Taylor*! A^rioaltaral Note Book. Fop. Syo. U, 64. 
Vffle on ArtlfloiAl MannrBs, fagr Grookes. Sro. Sl«. 
Tooafet^i Work oq the Dog. Sto. 6«. 

— — __ — HoTM. 8vo. 7*. M. 

SPORTS AND PASTIMES. 

The Badminton libnury of Bporte and FMtlmflB. BditedbytbeiynkeofBeanfort 
and A. B. T. Watson. With nnmennia innstnitlons. Gr. 8to. 10s, 6A each. 

Hunting, by the Dnke of Beaufort^ fto. 

Fishing, by H. Ohohnondeley-PenEuBUy Iso. S Tola. 

Baoing, by the Barl of Soilolk, &o. 

Shooting, by Lord Wateingham, iui, 8 vols. 

Cycling. By Visoonnt Bnry. 

*»* Other Vdwmes in prepafxUtan, 
Oampbell-Walker'8 Oozrect Oard, or How to Flay at Whist Fq>. 8vo. is. 9d, 
Ford's Theory and Practioe of Archery, revised by W. Batt. 8yo. lis, 
Francis's Treatise on Flehing in aU its Branobes. Post 8yo. 1B«. 
Longman's Chess Openings. Fop. 8to. is, Bd, 
Pease's The Oleveland Hounds as a Trencher-Fed Pack» 
Pole's Theory of the Modem Sdentifio Game of Whist. 
Prootor's How to Play Whist. Grown Syo. 6«. 
Bonalds's Fly-Fishor's Bntomology. 8vo. lis. 
Vbraey's Ghess VccentricitieB. Grown 8to. 10«. 6d. 
Wiloooks's Sea-Flshennan. PostSvo. 9s, 

ENCYCLOP>EDIAS, DICTIONARIES, AND BOOKS OF 

REFERENCE. 
Acton's Modem Cookery for Private Families. Fop. 8to. 4«. dd, 
Ayre's Treasury of Bible Knowledge. Fcp. 8vo. 6«. 

Brando's Dictionary of Sdenoe, Literature, and Art. 8 vols, medium 8yo. 68«. 
Cabinet Lawyer (The), a Popular Digest of the Laws of Bnghmd. Vep, 8vo. 9«. 
Gates's Dictionary of General Biography. Medium 8to. Os, 
Gwilt's Bnoyolopcedia of Arohltecture. 8to. 68«. M, 
Keith Johnston's Dictionary of Geography, or General Gaietteer. 8ya 4is, 
M*Oullo6h's Dictionary of G(»nmezce and Commercial Navigation. 8vo. 93s. 
Maunder's Biographical Treasury. Fcp. 8vo. 9s, 

— Historical Treasury. Fcp. 8vo. 9t, 

— Scientific and Literary Treasury. Fcp. 8vo. 9s. 

_ Treasury of Bible Knowledge, edited by Ayie. Fop. 8yo. 9s. 

— Treasury of Botany, edited by Lindley & Moore. Two Parts, lis, 

— Treasury of Gkography. Fcp. 8vo. 9s. 

— Treasury of Knowledge and Library of Beferenoe. Fop. 8vo. 9s, 

— Treasury of Natural History. Fcp. 8vo. 9s, 

Quain's Dictionary of Medicine. Medium 8vo. 81j. 6<2., or in 3 vols. 84f. 
Beeve's Cookery and Housekeeping. Grown 8vo. 7s, 9d. 
Blch's Dictionary of Roman and Greek Antiquities. Crown 8vo. 7s, 9d, 
Bcget's Thesaurus of BngUsh Words and Phrases. Crown 8vo. 10s, 9d, 
WUlioh's Popnlar Tables, by Marriott. Crown 8vo. 10«. 9d.^ 
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EDUCATIONAL WOEKS. 
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TEXT-BOOKS OF SCIENCE 

FULLY ILLUSTRATED. 



Fcp* 8yt>. Zt, M, 
9s, M. 



A.taney's Tnatiae on Photography. 
Andenon's Strength of Materials. 
Armstrong'B Organio Chemistry. 8«. M, 
Ball's Blements of i^Atronomy. 6«. 
Barry's Bailway Applianoes. 3«. 6d. 
Baoerman's SystematiG Mineralogy. 6<. 
— DesoriptiTe Mineralogy. St. 
Blozam and Huntington's Metals. 6«. 
aiaaetxrook's Physical Optics. 6«. 
^'^laietarook and Shaw's Practical Physics. 6s, 
Gore's Art of Blectro-Metallnrgy. Bs, 

Qriffln^ Algebra and Trigonometry. Zs. M, Notes and Solutions, Zs. M. 
Holmes's The Steam Bngine. (is. 
Jenkin's Eleotrioity and Magnetism. Zs, Zd, 
MaxwelTs Theory of Heat. Zs. Zd. 

Merrlfleld's Technical Arithmetic and Mensuration. Zs. Zd, Key, 8«. Zd, 
Miller's Inorganic Ohemistry. Zt. Zd, 
Preeoe and Si^wright's Telegraphy. Zt, 
Bntley's Study of Books, a Text-Book of Petrology. 4«. Zd, 
Shelkqr*s Workshop Appliances. 4t, Zd, 
Thomas Structural and Physiological Botany. Zt, 
Thorpe's Quantitative Ohemioal Analysis. €t. Zd, 
Thorpe and Muir's Qualitatiye Analysis. 8«. Zd, 

TiUen's Chemical Philosophy. Zs. Zd, With Answers to Problems, is. Zd. 
Unwln's IDements of Machine Design. Zs, 
Watson's Plane and Solid (Geometry. Zs, Zd, 

THE GREEK LANGUAGE. 
Bloomfleld's Ocdlege and School Greek Testament. Fop. 8vo. 6s, 
Bolland & Lang's Politics of Aristotle. Post 8to. 7t. Zd, 
Conis's Chief Tensee of the Greek Irregular Verbs. Sro. It. 

— Pontes Grad, Stepping-Stone to Greek Grammar. 12mo. Zt. Zd, 

— Praxis GrsBoa, Etymology. ISmo. it, Zd, 

— Greek Vena-Book, Praxis lambioa. ISmo. U. Zd. 
Fanar's Brief Greek Syntax and Aoddenoe. ISmo. Is. Zd. 

— Greek Grammar Boles for Harrow 8<diooL 18mo. 1«. Zd, 
Gteare's Notes on Thuoydides. Book I. Fcp. 8yo. Zs. Zd, 
Hewitt's Greek Bzamination-Papers. ISmo. Is. Zd, 

IsUstte's Zenophon's Anabaris, Books I. to III. with Notes. ISmo. 8«. Zd. 
Jexram's Graeoft Beddenda. Grown 8vo. Is. Zd, 
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